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2 Jap Cruisers, 4 Destroyers Sunk 


Of Campaign 
In Solomons 


WASHINGTON, Oct. 14.—(AP) 
~Here is a box score summary of 
damage inflicted on Japanese 
naval forces in the Solomon Is- 
lands campaign as compared with 
American losses. The figures are} 
based entirely on reports issued | 
by the navy at Washington. 


JAPANESE LOSSES 


Sunk—One heavy cruiser, 
destroyers, one transport 

Probably sunk—Two destroyers, 
one transport. 

Damaged—Two aircraft carriers. 
one battleship, three heavy cruis- 
ers, 12 light cruisers, six destroy- 
ers, three plane tenders, four 
transports, two cargo ships, four! 
miscellaneous ships; total, 37. | 

Total Jap ships sunk and dam- 
aged to date—48. 


AMERICAN LOSSES 
Sunk—Three cruisers, 


SIX 


| 
| 
| 
| 
| 


three das| 


troyers, four transports. 
American ships have also suf- 

fered some damage in_ recent 

naval action in the Solomons, but 


the particular ships and extent of 


damage have not been officially 
reported, except that the navy) 
described it as “minor to moder- 
ate.” 

SPE poe se 


List Hong Kong 
Prisoners Soon 
To Be Available 


OTTAWA, Oct. 14,—(CP)—The 
department of national defence 
announced today that a list of 
Canadian soldiers taken prisoner 
at Hong Kong now is being trans- 
mitted from Tokyo through the 
International Red Cross. 
As soon as the next-of-kin of the | 

| 
| 


men listed have been notified, the | 
list will be made public, said the 
devartmental statement, 

A departmental spokesman said 
it was anticipated the list of pri- 
soners would be issued in sections, 
as next of kin were informed, and 
that the first section might be made 
public within a couple of days. 

“So far,” the department said, 
“only 316 names of officers and 
other ranks of the Winnipeg Gren- 
adiers have been received, but the 
Canadian government have re- 
quested the International Red) 
Cross to do all in their power to | 
hasten the forwarding by cable of 
the complete list of all Canadian 
prisoners of war held by the Jap- 


onese.” 
The government through the 
Red Cross, has been pressing for 


the delivery of an official list of | 
prisoners by the Japanese for} 
nearly 10 months, after the fighting 
at Hong Kong ceased and the men 
were taken prisoner. 

Vv 


Brazil Navy Under 


American Admiral 


WASHINGTON, Oct. 14—(AP)— 
Navy Secretary Frank Knox, just 


back from a trip to Brazil and 
United States bases along the | 
way, said yesterday that the Braz- 
ilians had placed _ their naval | 
forces under the American area) 
commander, Admiral Jonas H. In-} 
gram, 
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Score Card ‘CONCENTRATED RAID 


56 IN THREE DAYS 


Malta Downs 17 More Axis Planes 


German Boss 
For Denmark 


ole 


CAIRO, Oct. 14.— 
R.A.F. fighters, beating off | 


jan almost constant stream of | 


Takes ln Post. 


By JOHN A. PARRIS 

LONDON, Oct. 14—(BUP)— 
Gen. Hermann Von Hanneken, 
close associate of Gestapo Chief 
Heinrich Himmler, assumed his 
duties as German commander-in- 
chief in Dermark today. 

Indicative of the tension between 
| Denmark and Germany was the 
fact that Von Han- 
neken has failed 
to visit King 
Christian since 
his arrival as suc- 
cessor to General 
Ludeke, who was 


“recalled from 
his post for em- 
ployment else- 
where.” 


As his first of- 


PARRIS 
reviewed the Danish Nazi 


Hanneken 
“free 
corps.” which left for the Russian 
front after a month’s furlough in 
Copenhagen. 

Gen. Kantstein, brigade leatier 
of the notorious SS troops, stood 
beside Von Henneken at the review. 


Von 


| He told members of the free corps 


that the “Great and heavy sacri- 
fices whjegh have been made and 
which stiThJie ahead of us” will 


not have been in vain. 


MAY TAKE SHIPS 


Hanneken, 54, served as under- 
secretary to Reichsmarshal Her- 


|mann Goering in his execution of 


the economic four-year-plan, The 
appointment of an economic expert 
as military commander of Denmark 
caused speculation as to eventual 
Exploitation of the 
country’s economic resources to 
even a greater extent than at pres- 
ent was séen as probable. 


Informed sources in Stockholm 
believed no new demands had 
been made yet, but they said 
Hanneken’s first move probably 
would be to acquire the Danish 
merchant fleet. 

The sources said that Germany 
had “repeatedly discussed” arming 
or selling the ships to Germany. 
But Denmark had flatly refused to 
arm for the 1eason that it would 
imply Danish sailors were shooting 
at Allied planes and submarines— 
active participation in the war. 


REFUSE DEMANDS 


Prime Minister Vilhelm Buhl's 
recent declaration that Denmark's 
status would not 
be changed was interpreted as 32 
refusal of all German demands. 

It was pointed out that it would 
be difficult for Denmark to refuse 
to sell its 409,000 tons of shipping 
to the Nazis because sailing under 
the German flag would not involve 
any questions of Denmark's neu- 
trality. 


nH ee E 


French See Last 
Of Foreign Films 


VICHY, Oct, 14.— (AP) — News- 
papers broke the news to the pub- 
lic today that this was the last day 


United States or British-made 
moving pictures could be shown in 
France, and throngs crowded the- 
atres for a farewell glimpse of their 
movie favorites. Vichy’s largest 
“Good-Bye Mr. 
Chips.” 


ee 


50 Belgians Are 
Made Hostages 


LONDON, Oct 
persons have been arrested as hos- 
tages in the Belgian city: of Ghent 


because a bomb was thrown into a! 


school requisitioned as barracks for 
the German army, killing a German 


|guard, Belgian sources in London 


reported today. The Germans also 
imposed a fine of 500,000 francs on 


| the town, 


Saennennnneh anaeEeen 
Brazil Ships Sunk 


RIO DE JANEIRO, Oct, 14. 
(AP) —German submarines have 
sunk two more Brazilian merchant- 


men—the 20th and 2lst sent to the | 


bottom by U-boats in this war—the 
government announced today, 


fieial public duty, | 


14.—(CP)—Fifty | 


|Axis bombers over Malta, 
|shot down 17 Axis planes 


yesterday, making a three- 
day total of 56 Axis planes 
|destroyed and more than 50 
|badly damaged, a joint 
|R.A.F.-British headquarters 
communique said today. 

| “Enemy activity over Malta was 
continued and again our fighters 
| successfully broké up al! attacks 
before the damage could be in- 
flicted,” the communique said, 


Defenders of the island, which is 
a constant threat to Axis convoys 
moving across the Mediterranean, 
lost only one Spitfire yesterday. In 
addition to the 17 Axis planes de- 
stroyed many others were damaged, 
the communique said. 

Heavy and medium bombers at- 
tacked Tobruk and along the North 
African coast and night fighters 
carried out an offensive sweep over 
Daba, the communique said. 


Support of All 
Necessary For 
Loan’s Success 


TORONTO, Oct. 14--(CP)—The 
need for support of Canada’s 


third Victory Loan from everyone 
in Canada was stressed today by 
Hon. J. L. Isley, federal minister 
of finance, in an address prepared 
for delivery before combined ser- 
vice clubs here, 

“The magnitude of the under- 
taking is so great that it cannot 
succeed without support from all 
parts of the nation and all groups 
in the nation.” he said. 

Substantial subscriptions must be 
expected fram the well-to-do and 
from the middle class, Mr. Ilsley 
said. It is “getting progressively 
more difficult for them to sub- 
scrib” but it “is getting more diffi 
cult or less necessary” to spend 
money in other ways. 

FORCES WAR LIVING 

“Victory Loan subscriptions on 
top of taxes will not only help the 
nation to carry on the war—they 
will help us to force ourselves to 
live as we should in wartime.” 

“However much we obtain from 
business and the well-to-do,” Mr. 
Isley said, “we must rely for a 
great deal of our requirements 
upon savings by wage earners, 
and now by farmers, This is not 
only highly desirable as a matter 
of social policy—it is essential as 
a matter of arithmetic. 

“We need so much of the national 
income now for war purposes— 
passing through the treasury—that 


Continued on Page 2, Col, 5 
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German E-Boat 
Force Smashed 


LONDON, Oct, 14. — (CP) — A 
British naval force of undisclosed 
size smashed up an enemy force 
of E-boats in the North Sea early 
today, the Admiralty announced. 

The enemy force consisted of at 
least five boats, and in the en- 
gagement one was believed to have 
been sunk and two others damaged. 
The British force suffered “neither 
casualties nor damage.” 


(AP)—* 


Soviet Armies 
Force Wedges 
In Nazi Front 


By The Canadian Press 

Marshal Semeon Timoshenko’'s 
Red armies were reported to have 
driven two new wedges today into 
the 40-mile German barrier north- 
| west of Stalingrad, while inside 

the city the defenders:recaptured 

a street yielded to the Nazis Mon- 

day, 

It was Stalingrad’s 5ist day of 
siege. 
| Pravda reported the 
had also been thrown back in a 
salient south of 
the city, and de- 
clared that ad- 
vancing Soviet 
troops had seized 
a basic point in 
the German lines 
and held it 
against counter- 
attacks, 

Thus the Red 
armies were pic- 
tured as gaining 
ground and taking the initiative in 
three main sectors around the city 


Hitlers fiéld headquarters reporteu 
no gains in the Stalingrad area 
and indicated the initiative was 
passing to the Russians. 

“In Stalingrad and 6n the Don 
front, some counter-attacks and ad- 
vances launched by the Soviets 
were repelled,” a Nazi communique 
said tersely. 


BATTLE IN SOUTH 


The Russians declared they had 
improved their positions along the 
Black Sea coast, southeast of Nov- 
orossisk, when Red fleet marines | 
wiped out two Axis infantry com- 
panies in a battle for a coastal high- 
way. 

In the Central Caucasus the Rus- 
sians said they had beaten off an 


fantry battalions, killed about 300 
Nazis and driven the survivors back 
to their original lines. 
Military reports indicated 
heaviest fighting raged on the Ger- 
man left flank north of Stalingrad. 
Latest accounts said the Ger- 
mans, already beginning to shiver 
in the chill autumn air, were 
attempting to dig in for another 
long winter’s campaign. 
*It was just two weeks ago today 
that Hitler boasted in the Berlin 
Sportspalast that Stalingrad’s fall 
was inevitable, and in the interval 
the Russians appeared to have not- 
ably improved their positions. 
ie 


Himmler in Rome 


To See Mussolini 


LONDON, Oct. 14—(CP)—A Ger- 
man broadcast heard here by Reu- 
ters news agency said today that 
| Heinrich Himmler, chief of the Ger- 
man Gestapo, was in Rome and had 
held a long interview with Musso- 
lini, 


aE SES TE 
New Auxiliary 


WASHINGTON, Oct. 14,.—(AP)—| 
A measure setting up a women's| 
auxiliary in the United States coast 


Waacs and the Navy's Waves—was 


of Representatives. 


For the fourth consecutive day, 


attack by two tank-led German in- | 


the | 


guard—counterpart of the army’s| 


Germans | 


Canadians, R.A.F. Heavily Bomb Kiel 


i LONDON, Oct. 15.—(CP) 
|—A bomber fleet of weil over 
100 planes struck Kiel last 
jnight with a concentrated 


blast of explosives in a raid| 


|possibly as destructive as 
lany of 70 which have been 
made against the Nazis-bat- 
tered Baltic naval and U-boat 
| base. 

| R.C, A. F. squadrons took a 
prominent part in the raid, which 
was carried out by a bomber 
command force of four-engined 
| Wellingtons, 

Two-ton, 
as well as incendiaries were show- 


Stallations and dockyards and 


large fires were started 


4 R.C.A.F, SQUADRONS 


Four R.C.A.F. squadrons 
part in the raid 


British sources said the results 
well compensated the R.A.F. for 
| the Joss of nine planes. The exact 
number in the raiding force was| 
not disclosed, but on the basis of | 
normal five-per-cent losses, prob-| 
ably 180 bombers were over the 
| target, one of the most vital in Ger- 
| many 


The attack was on the new 
“saturation” technique of the 
R.A.F.—which means throwing so 
many bombers over the objective 
in such a short space of time that 
anti-aircraft defences are swamp- 
ed and their fire made relatively 
ineffective, 


A German broadcast put British 
losses at 10 planes, but said that 


linked by water with Kiel through 
the Kiel cana! 
| during the niyht 


IMPORTANT CITY 


| Kiel, 66 miies noytheast of Ham- 
burg, is impurtant not only for its 
big docks and strategic position as | 
a hub of water transport but as a | 
} centre for coal, iron and oil, lum- | 
ber, railroad supplies, cement and 
food. 

In addition to the four Canadian | 
| Squadrons at Kiel, the daily R.C.| 
A.F. communique revealed, Cana- 
dian army co-operation aircraft | 
| were on offensive patrol over nor- 


alse 


and put out of action near Etretat, 


Today's 
War Moves 


By LOUIS F. KEEMLE 
British United Press 


The Japanese, who had 
been expected to seek a 
showdown in the Solomon 


Islands, have suffered a set- 
back at sea off Guadalcanal. 
Marines are also on the of- 
fensive on the island itself. 

The news is encouraging, inas- 
much as the Americans, not yet 
prepared for a mijor northward 
sweep in the southwestern Pa- 
cific took a gamble in occupying 
the Guadalcanal air field and 
Tulagi harbor. 

The gamble was born of necessity 
and was primarily defensive in- 
stead of offensive. Had the Jap- 
anese been allowed to consolidate 


passed speedily today by the House president of the 


Continued on Page 8, Vol, 4 


Boe 


Re- Elected 


TORONTO, Oct. 14.—(CP)—Wil- 
liam Green today was re-elected 
American Federa- 
tion of Labor 


‘HITLER DISPLEASED 


Italy May Lose Trieste to Nazis "*. 


BERNE, Oct. 14.-(AP)—Istan- 
bul and Stockholm correspond- 
ents of the Nationa! Zeitung of 
Basel reported indications today 
of a German-italian disagreement 
which might cost Italy her Adri- 
atic port of Trieste and one dis- 
patch said the rift stemmed partly 
from recent Italian-American de- 
velopments, 

The Stockholm correspondent 
quoted the newspaper Dagens Ny 
heter as reporting that German- 
Italian differences were accentuat- 
ed by Italian permission for Myron 
C. Taylor's plane to land at Rome 
when the special envoy of President 


Roosevelt was on his way recently 
to conferences with the Pope at the 


Vatican. Also reported adding tind- | 


States Attorney-General Francis 
States no longer would be under 


restrictions as enemy aliens, 
The Istanbul correspondent said 


that rumors had been heard in 
Turkey that Germany wanted to 
| take over full contro! of Trieste. 


LONDON, Oct, 14,--(CP)—Of- 
ficial Yugoslav sources here said 


er was the announcement by United | 


Biddle that Italians in «the United | 


| 


e 


today that both the Germans and 
Italians recently increased the 
size of their occupation forces in 
the Balkans, the Germans appar- 
ently because of dissatisfaction 
with Italy’s failure to subdue the 
region. 

There are increasing signs, 
these sources, who could not 


said 


the European Axis 


| partners over control of dismemb- 


ered Yugoslavia. 


An authoritative Balkan source | 
rumor | 


here intimated that the 
might have been Axis-inspired to 
raise false hopes among the Allies. 


block-destroying bombs | 
ered on the city’s shipbuilding in-| 


re-| 
turning fliers reported that many | 


took 


the North Sea port: of Hamburg— | 


wes bombed | 


thern France yesterday. Among} 
the targets attacked was a large} 
freight train which was damaged | 


be | 
that a new meeting of Hitler and | identified by name, of growing ten- 
| Mussolini was expected soon, and | sion between 


Paratroop Chief 


| Major Donald D. William- 
son, of Brantford, Ont., un- 
til recently with the Duf- 
ferin and Haldimand Rifles 


of Canada, has now been 
promoted to lieutenant- 
colonel to command the 
Second Canadian Para- 


chute Battalion. 


Road Program 
Is Planned For 


| 
Fall, Winter 


The provincial government 
plans to undertake an extensive 
highway program during the fall 
| and winter months, it was an- 

nounced Wednesday by Hon. W, 
| A, Fallow, minister of public 
works, 


| It was pointed out by the min- 
ister that while actual work on the | 
roads would be restricted by snow 
during the winter, 


rock- | 


Five Warships Sent 
To Bottom in Great 
Battle of Solomons 


WASHINGTON, Oct. 14.—(AP)—Far-roving 
marines have sunk another heavy Japanese cruiser, the Un- 
ited States navy announced today in a communique adding 
the western Pacific to the area in which Allied sea and air 
power have lately been pummeling the enemy. 


sub. 


The western Pacific undersea activity, which also in- 
cluded the sinking of a medium-sized cargo ship, a small 
cargo ship, a small tanker and a small trawler, the prob- 
able sinking of a medium-sized cargo vessel and the dam- 
aging of two tankers, brought to 123 the total announced 
toll of Japanese ships sunk or damaged by U.S. sub- 
marines. 


Other communiques from the fronts gave this picture 


lof United States and Allied successes: 


Solomon Islands—A heavy cruis- 


er, four destroyers and a ianipart | 

| sunk; another destroyer probably Counci uSTS 

| sunk; three cruisers torpedoed and 

bombed, one severely; eight bomb- P| 

ers, four fighter planes and three an to 4 ange 
seaplanes destroyed. ea Sy 


Aleutian Islands—Japanese ships, 
camps and hangars at Kiska, the | 
invader’s lone remaining foothold, | 
blasted by aerial bombs and burned | 


Voting System 


City Council, Tuesday evening, 


by incendiaries, Resistance was by a nine to one vote rejected 
relatively weak 
> : a notice of motion by Ald. C. E, 
New Guinea — Enemy ground Gariepy that a plebiscite be 
forces pushed back in the Owen | taken at the November 12 mun 
Stanley mountains toward their | jcipa) election on the question of 
Kokoda base by Allied troops while establishing a territorial, or 
heavy bombers dropped = 1,000- | modified system for the election 
pound explosives on the Japanese | of aldermen, 
}air base at Rabaul, New Britain. | os 


Under the plan proposed by Ald 
Gariepy the representation ac- 
corded the South Side would re- 


Aircraft on the ground were smash- | 
ed by direct hits. 


| LOSE DESTROYER main at three as presently called 
The American ferces, the navy | for under the amalgamation, but 
| reported, lost a destroyer and two/|the north side would be divided 


| Was planning considerable 
crushing work in preparation for) 
gravelling projects which will be} 


started next spring. 

During the past season extensive | 
| gravel deposits have been discov- 
| ered by 
works in varfous sections of the 
province. These deposits will pro- 
vide supplies for 
plants which will be kept 
| operation during the winter 


LARGE SAVING 


in full 


the department of public | 


rock-crushing | 


his department | fighter planes in the Solomons. All| into two zones with 101 street the 


American and Allied bombers re- | dividing line and tkree aldermen, 


turned from the Aleutian and New | qualified for election, would be 
Britain raids although sgme sui- | elected from each zone, with the 
fered minor damage. * |tenth alderman being elected at 
RoyalCanadian air force planes | large. 
have aided American forces in NOT WARD SYSTEM 
recent weeks in the Aleutians but : 
the navy communique covering Ald. Gariepy, introducing his 
this phase of the Pacific battles |motion, said his proposal was a 
did not mention whether Cana- | Step in the right direction, He 
dian fliers took part in the latest said it would be easier to get the 
announced action. outstanding men to seek election 
Eee - . | } to council, and was of the opinion 
Japan’s losses as disclosed BY ltharithaahestinteraste, ofethen old 
navy communiques yesterday and | —— TRhaueervaduitvaleationntuare 
| last night, pushed her total Solomon | WOM : eres : i . 
Islands toll to 260 destroyed planes, Continued on prege 2, Col, 3 
| eight vessels sunk, three probably 


| In this connection if was pointed 
}out by Mr. Fallow that the discov-| 
lery of these gravel deposits near 


highways on which work was 
planned had resulted in a saving of 
thousands of dollars to the public 
in haulage costs 

The provincial government's 1942 
highway program was restricted to 
some extent by wet weather pre- 
vailing during the summer and by 
lack of some of the largest pieces 

Continued on Page 2, Col. 4 


Se NT 2 
German Generals 
Lose Jobs: Bock 
Arrested is Report 


LONDON, Oct. 14.—(CP\—Reu- 
} ters News Agency 
Tass, the Russian news agency, had 
issued a dispatch in Moscow, un- 
der a Geneva dateline, reporting 


a Tass report that 


| under arrest. 
— ote 


U.S. Fighter Group 


Downs Two Nazis 


| CAIRO, Oct. -14.—(AP)—Twelve 
| Lnited States fighter planes yester- 
day fought 
the German lines and 
two, a statement from United States 
army headquarters said today. 
third German plane was damaged 
and the rest forced to disperse, the 
statement said, 


Aten EVE get Re 


Gas Seeker 


Fires Five Shots 


ATLANTIC CITY, N.J., Oct. 14.— 
| (AP)—An_ unsuccessful applicant 
| for additional gasoline ration books 
| yesterday fired five wild shots into 

the crowded offices of the War 

| Price and Rationing Board 
| Chief Arthur Higbee identified him 
as William Darigerfield, 32. 


——_-—V 


| Raid Casualties 


| LONDON, Oct. 14,— (CP) — The 
| Ministry of Home Security an- 
nounced today that civilian ¢asu- 


alties in German air raids on Bri- 
tain in September were 207 persons 
| killed or missing and 238 injured. 


| sunk and 37 damaged. 


said today that) 


| tercepted 


{ported on ships 
20 Messerschmitts over | 
shot down | 


| 
| 


Police | 


that several German generals and | army, 
chiefs of motorized infantry corps fighter 
have been removed, and also cited | 
Field Marshal | were 
Fedor Von Bock has been placed | planes were lost. 


Enemy resistance was described 
|by the navy as “only moderate” 
Al anti-aircraft fire. Not a Japanese 


The announc- 


a 37 Canaged POWE R ST ATION 
ed American total was 10 lost ships. | 7 
STARTED OCT. 9 | IN NORWAY HII 


The latest series of beatings ad- | 
ministered to the Japanese in the 
southeastern Pacific started Oct, 9, 
when Marine Corps aircraft dam- | 


|agec two cruisers and shot down 


three seaplanes. | 

Meantime, the navy added, the | 
marines on Guadalcanal launched | 
their first offensive in weeks. | 
Against bitter resistance from re- 
inforced Japanese troops seeking 
to recapture the island's valuable 
airbase, they enlarged their gains 
and inflicted heavy casualties on | 
the enemy jungle forces. 


A four-flight attack of 65 Japan- | 
ese bombers and fighters was in- 
over Guadalcanal by 
and marine corps 
Eighty enemy 

zero fighters 
Two American 


navy 
planes 

and four 
down, 


bombers 
shot 


DAMAGE AT KISKA 

In the Aleutians, army heavy 
bombers with fighter escort rained 
demolitions and incendiaries on the 
Japanese Kiska foothold Friday 
and Saturday. Damage was re-| 
in the harbor and} 
flres were seen on shore. : 


plane rose to the counter-attack, 


Wartime Life 
British People 
Told in Series 
G. H. Sallans, general news 


manager of The Edmonton 
Bulletin’s exclusive wire ser- 


vice, the British United Press, 
has just returned from a tour 
of Great Britain and has writ- 


ten a highly-interesting series 
of articles on wartime life in 
the United Kingdom. 

First of this series, dealing 
with the transformation that 
has come over the people of 
the embattled isles and their 
way of life, will be found on 
page 16 of this edition. 

Watch for others to follow. 


BY COMMANDOS 


LONDON, Oct, 14, — (CP) — 
The Swiss radio last night quoted 


a Swedish newspaper report as 
saying six British commandos 
had landed on the Norwegian 


coast and blown up an important 


electric power station in Nord- 
land province. 

The account said that all the 
commandos were later taken 
prisoner, 

r : . 
De Valera is 60 

DUBLIN, Oct. 14.—(CP)—Prime 
Minister Eamon De Valera cele- 
brated his 60th birthday today, His 


plans for the celebration were to 
work in his office and attend the 
opening of the new session of the 
Dail. 


a SE SS 
Gleanings From 
Today's Want Ads 


Turn to Pages 14 and 15 
BLACK leather wallet, between 81 St.- 
118 Ave., and car barns, Containing 
sum of money. Ph 
(Heading 12—Lost and Found) 
e708. ¢ 


STUDENTS, board, single or double 


room. Ph. or App 


(Heading 47—Roam and Board) 
vig wee § 
QUIET, clean room in private home, 
close in, reasonable. Ph 


(Heading 48—Furn, Rooms) 
“ee 


HEATED garage for rent. Apply or Ph. 


(Heading 60—Garage for Rent) 
aa oe 
NEW four m bungalow, $500 cash 
and balance on terms. Apply 
(Heading 66—Houses for Sale) 
ace S 
ATTRACTIVE coffee shop, $1,900. New 
equipment Good business Town 
1,300 and large airport. Owner de- 
ceased, Apply 
(Heading 78—Bus. Chances) 
Saat 


Deaths Recorded Today 
Mrs, Robert Sherlock, 
Halvor Haroldson, 

Mary Maxine Rebarge. 


¢ Follow THE WAR TODAY With John Collingwood Reade-Turn to Page 10 
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FIGHTERS VANISH 


Canadians, Yanks Drive Jap 


Planes From Aleutians’ Sky 


By WILLIAM L. WORDEN 


HEADQUARTERS 


Oct. 14.—(AP)- 


dently have run Japanese fighter planes 


Ferry Command 


skies, 

This conclusion was reached by 
United States army officers yes 
terday on the basis of reports 
from fighting over Kiska and 
vicinity, where Allied forces kept 
up the practically continuous 
raids over Japanese-held islands, 
as they have been doing for more 
than a month, 

Japanese float equipped fighter 
planes were the bane of United 
States bombers over Kiska most of 
the summer. For a while, it looked 
as though the Japanese might have 
found something new fill in 
when, as in the Aleutians, 
were unable to establish land bases 
for fighting planes 
FAILED ACID TEST 
the float fighters failed 
acid test against the 


to 


However 
to stand the 


Allied fighting planes. Beginning 
around Sept. 7 United States and 
Royal Canadian Air Force fliers 


ran up a remarkable 22-1 average 
against them tn the first month and 
more important, seem to have ex- 
hausted the supply 

The last fighter opposition en- 
countered over Kiska was Oct. 3 
when six fighters attempted to 
pick up some of the Allied bomb- 
ers, but neglected to lock into the 
sun, United States fighters got 
five of them and sent the other 
one running for its iife. 

Since then, 
ers have been pounding 
installations and shipping 
daily without seeing enemy 
in the air 


Jap shore 
almost 
planes 


| Weather | 


THE WEATHER 


Highe tempera 
ture during the 24- 
1 period prio 
to ress - time 57 
at e 
Lowest tempera 
ture during the} 
ame period, 42} 
a e 
Temperature atl 
press-time, 44 
above. 
Sun rises Thurs- 
day 8:01; «ets 6:58 
Hed I 
Keéenova 9 «6«48)0«6 Pr. Albert 4 
Winnipeg 33 38 Battleford 40 
Brandon 38 42 S. Current 41 
Yorkton 56 40 Med. Hat 44 
Kamsack 60 42 “Lethbridge 4) 
Estevan 54 40 Calgary 35 
Regina 56 43 Edmonton 1! 
Moose Jaw 36 468 Fairview 30 
Saskatoon 60 36 Baaverlo 28 
THE FORECASTS 
Alberta—Mostly fair tonight and 
Toursday and continuing mild 
Peace River District—Fair and mild 
today and Thursday. 
Saskatchewan—Fresh winds mostly 
cloudy today with light scattered ow- 


ers. Thursday generally fair anc 
Manitoba — Fresh \ 1s r 
cloudy and mild today Thursday 


with light scattered showe 


Se 


ALASKAN 
-United States and Canadian airmen evi-} 
out of the Aleutian |} 


they | 


ARMY AIR 


Radio Onerator 


Faces Charees 


MONTREAL, Oct. 14,.—(CP)— 
Brian Percy Pettit, 30-year-old 
civilian radio operator of the 


British Overseas Air Corporation, 
was ordered today by Judge Mau- 
rice Tetreau to stand trial at the 
November session of the Court of 
King’s Bench on charges preferr- 
ed under the Defence of Canada 
Regulations, 

The British-born operator was 
ordered to stand trial when he ap- 


| peared for voluntary statement and 


| 
United States bomb- 


| eign secretary 


pleaded guilty to charges of 
spreading reports and an king | 
statements likely to cause disaffec 
tion to the King and to se detri 
mental to récrui ling and the prose 


not 


cution of the war 
During the preliminary hearing, | 
-Lt. Rowe Spurling, security 
officer ef the Royal Air Force ferry 
command, testified that news of 


plane operations had been spread- 


ing rapidly before the arrest of 
Pettit, who served as a radio oper- 
ator with the R.A.F.F.C, 


SAID GESTAPO MAN | 


Fit.-Lt. Spurling said that since 
his appointment as security officer 
last July he learned from a woman | 
enemy alien—she was not identi-| 
fied” -that she knew the movement 
of all overseas aircraft since she 
had become acquainted with Pettit 

Julia Menard testified that 


Pettit told her he was a member 
of the Gestapo, 

Miss Menard said Pettit offered 
her a $100-a-weekx job in the Lock- 
heed aircraft plant in California 
and then told her he was a member 
of the Gestapo—with a warning, 
she testified, that she had better 
follow instructions 

— V—_—.. 


Frau Hess Wants 


To Join Husband 


LONDON, Oct, 14.—(CP)—Frau | 
Ilse Hess, wife of the one-time 
Deputy Fuehrer of Nazi Germany, 


Kudolf Hess, wants to join her hus- 
band his British internment, a 
report reaching the house of com 
mons said today 


Will Thorne, Labor, gave notice 
he would ask Anthony Eden, for- 
“What reply is being 
made to the request of Frau Hess, 


in 


| wife of Rudolf Hess who is now 
| somewhere in England, for permis- 
4 | sion to join her husband.” 

The question did not state where | 
} Frau Hegs is now living. 


Our Experts Advise Motorists To 


BE PREPARED... 


SOlampBeR 1941 


Winter 


and easier start. 
Do Not Neglect Ie “tatting 


Motor Tune-Up 
complete over- 
ignition system, 
carburetor will 
new pep for 


A "Standard” 
Including a 
haul of your 
battery and 
give your car 
winter driving 


PROTECT against freezeups 
with ANTI-FREEZE 


Phone 
24259 


e 
Harold Boyle 


AAMT LAASATY 
SERVICE STATION 


10169 
102 St. 
e 


Dan Carrigan 


feel 


SCOTS WHISKY 


DiSTILLED, BLE! 


This advertisement 


AND BOTTLED IN SCOTLAND 


ts Not Imserted by the Alberta Liquor Control Board | ago. 


or by the Government of the Province of Alberta, 


FORCE, 
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GOB ESCAPES | 


Funny 


| 
| 
| 
| 
| 
| 
| 
| 
| 


4 


Council Ousts 
Plan to Change 


| 
| 
| 


Continued from Page One 


carried out under his proposal. He 
denied that it was a return to the 
ward system. 


Ald. Sidney Bowcott opposing 


of the ward system of govern- 
ment were known to all, and that 
any advantages it might have 
were offset by its evils. He added 
that he would resign from coun- 
cil if the ward system of voting 
was introduced, 

Ald. Ainlay said that from the 
point of view of securing outstand- 
ing men for council the proposal 
had some merit, but added that the 


| “Could I be promoted to sergeant, sir? 
bark orders!” 


Voting System’ 


the proposal said that the evils | 


Business 


y LM 
Yi hi: 
Wy 


I've learned to 


Truth in News 


Following War 
Is Said Vital 


LONDON, Oct. 14, (CP) —In 
the years after Hitler the peoples 
of the world will need truth in 
the news as they have never 
needed it before “if they are to 
survive and to build well, if they 
are to be guided by reason,” said 
W. J. Haley, one of England's 
leading editors, in a broadcast 
| last night. 
| Haley, who is joint managing | 
director of the Manchester Guard- 
Jian and the Manchester Evening 
News and director of the Press As- 


the United States next month. 
was a visitor in Canada and the 
United States several months ago, 


ward system resulted in the build: | 


ing up of special privilege to certain | 
sections at the expense of the city) 
as a whole. In large cities, he added, 
there might be justification for the| 


ward system, but Edmonton had not | 


reached the point where it should 
be adopted here 


| PARSONS OPPOSED 


Ald. Sidney Parsons said he was 
opposed to the suggestion, and ex- 
pressed confidence that the people 
of Edmonton did not want to have 
anything to do with the ward sys- 
| tem of electing aldermen. 


Ald. James M. Douglas, who 
seconded Ald. Gariepy’s motion 
to bring it before council for dis 
cussion, said he was opposed to 
the suggestion. 

Ald. Guy Patterson, K.C., 
there were many arguments 
| favor of the ward system, 
| did not think Edmonton was a city 


said 


| sufficiently large to warrant its 
introduction at present. 

| Aldermen A. Bisset, Mrs. J. A 

| Clarke, and F. J. Mitchell voted 
against the motion without com- 

| nent, 

| —_———_-V. 

| 


Canadian Pilot 
Bags 3 Planes 
In One Battle 


( AIRO, Oct (CP)—PO, 
George Beurling ee ; prdiini Que., 
one 4 the empire’s ace fighter 
pilots, shot down three enemy 
planes in a single battle over 
Malta yesterday, including the 
1,000th enemy plane destroyed 


over the George Cross Island, 

Canada’s top-scoring pilot, Beur- 
ling raised his personal total to 
26 enemy planes destroyed. All 
but two of them fell since he ar- 
rived in Malta in June 

Shooting down planes in batch 
es is nothing new to the Quebec 
boy, who since June has risen 
from sergeant to pilot officer and 
won the Distinguished Flying 
Medal and Bar and the Distin 
guished Flying Cross. 


 —_—— 


German General 
Killed in Balkans 


ANKARA, Turkey, Oct. 12.~(De 
layed)—(AP)—The death of the 
German armored division com 
mander, Gen, Erwin Mack, “at the 
head of his troops in an operation 
in the southwest” was reported in 
the Berlin newspaper Boersen Zeit- 
ung in its Sept. 27 issue received 
here today, 

The report was interpreted as in- 
directly confirming Yugoslav ad- 
| Vices of several weeks ago that Ger- 
man and Italian troops in Yugo- 
slavia had been engaged in a fierce 
battle in July and August with 
forces under Gen. Draja Mihailo 
vich 

Yugoslavs here 
armored division 
Italian, Hungarian 
troops fought strong 
| forces in Bosnia, finally 
; Gen. Mihailovich to retire into the 
mountains of South Bosnia but only 
| after he had captured quantities of 
(AP)—Ten days after celebrating 


| Italian artillery, 
| 
| 
j her 108th birthday, Mrs, Angelina 


said a German 
operating with 
and Croatian 


handsome screen actor, is a coast 
guardsman now Romero, unac 
companied, sunheralded and un 
press-agented, walked into the coast 
guard's San Pedro recruiting office 
| Monday and enlisted 


wo a 


PEEKSKILL, N.Y, Oct. 14 


tae bat SESE 
Actor Enlists 
HOLLYWOOD, Oct. 14—(AP)— 
| Cesar Romero, the tall, dark and 
| Gardner died yesterday 
of a fall from bed 
She is survived by 
j her 13 children. 


five days 
three of 


| sult 


in| 
but he} 


Yugoslav | 
forcing | 


as the re-| 


IMPARTIAL SERVICE 


“Among the biggest factors 


| 
| 


| pitched them over 
| boys 


sociation and Reuters, plans to visit | BIGGEST SCARE 


He | 


Cruiser Like Punchboard 


After Shelling By Japs 


ES MOINES, Ia., Oct. 


Lyle Davis, 20, seamars bounced 
his 19-month-old baby on his knee 
as he told yesterday of the battle 
in which the Astoria, a United 
States heavy crutser, was sunk in 
the battie for the Solomon Islands 
last August. He’s home on fur- 
laugh. 

“IT might as well admit I was 
plenty scared,” he said. “I didn't 
think I was going to get out of it 
alive and TI still don’t see how I 
ever did—just luck, I guess.” 

The Astoria was drawn up in the 
channel between Guadalcanal and 
Tulagi islands, he recalled. 


“LAYING STEEL” 

“We had been laying a lot of 
steel into Guadalcanal to help cover 
| the landing of marines,” he related 

“Japanese seaplanes suddenly 
flew over and dropped a lot 
flares and lit us up like Broadway 
It was so light you could have read 
a newspaper 

“The Japs then started throwing 
shells into us 

One of the early shells got the 
No. 1 gun turret and right then 
| thanketl) my lucky stars. | had 
been a gunner in that same turret 
up until 10 days before this 
battle. | don’t think any of the 


boys operating the three guns | 


knew what hit them.” 


“Sailors were dropping all 
around The shrapnel got a lot of 


|the boys 


“Finally the commander gave us 
}orders to abandon ship All the 
| lifeboats had been blown up, but 
we had several liferafts and we 
A lot of the 
just jumped over,” 


he declared. | 


The biggest scare, 


| was when a destroyer came toward 


| his raft with machine guns blazing. | 


Pa 


“We first thought it was a Jap 
and figured our time was 
| about up,” he said, “Boy, were we 


keeping truth in the news are nee glad to discover it was an Ameri- 


agencies,” he said. 
they cover pretty well every portion | 
|of the globe. They, too, have the| 
same responsibility to give the 
Papers they serve, and between 
nation and nation an impartial and | 
objective news service, and to see| 


that, in the words of the recently- | 
formed Reuters Trust, ‘their integ- 
rity, independence and _ freedoin 


| 

| from bias shall at all times be fuily 
' | preserved.’ 

| My friend, Kent Cooper, head 
| of Associated Press of America, 
| believes that a world-wide system 
| of such free agencies, independ- 
ent, impartial, reporting the news 
of their countries and of the 
world with no other motive than 
to supply the:truth, can do much 


to ensure the permanence of 
peace, 

“It isn't a far-fetched idea. Re- 
member that Hitler early on de- 


cided that the surest way to retain 
| control of the German people was 
|/to quarantine them from the 
| mente news. ..." 
| 


READER JUDGEMENT 
Advising readers what they could 
truth in 


do to help the cause of 


| news, Haley said “for one thing you 
can judge the news; you can get 
into the habit of following those 


sources which experience proves to 
| be not necessarily the most exciting 
| or most pleasant, but the most reli- 


| able.” 

| “You know,” he said, “if every 
}reader would only exercise the 
simplest critical faculty, he could 


help powerfully.” 
5 Sah ATE at 


Read Program 
Is Plann er For 


Continued from Page One 
of road-builcing equipment 
| were loaned to the Dominion gov- 
fernment for work on airport con- 
| struction , 
| Despite this fact, however, con- 

siderable grading and gravelling 
has been ‘one on provincial 
highways during the summer and 
fall and this work will be con- 
tinued until winter sets in, Mr. 

Fallow said. 

Another resiricting factor as far 
as highway building is concerned 
this year is the wartime priority 
on oil used in the preparation of 


Fall, Winter 


which | 


jall the incomes of the rich, 


| portion 


bituminous surfacing. Unable to} 
| get all the oil needed for surtac 
ing work, the government has had 
to curtail its program to some 
extent 

Some surfacing work was done, 
however, the province having ob 
tained a quant.ty of oil following 


| representations to the Dominion oil 
| controller 


Pilot Gives Life 
To Save Mates 


| LONDON, Oct 14.—(CP)—Szgt. 
Norman Mackenzie of Winnipeg to- 
day was identified by Royal Cana- 
dian Air Force headquarters as the 
|pilot of a Halifax bomber who 
gave his life recently in an attempt 
to save his crewmates by keeping 
his burning bomber on a steady 
course while they jumped to safety 

Four of the crew of seven were 
able to bail out before the plane 
crashed in flames. They were re- 
turning from a raid when the port 
outer engine caught fire. Only four 
had bailed out when the port wing 
and engines were blown off by an 
explosion 

Three of the crew, all Canadians 
are safe The fourth, a Canadian 
wireless operator who was the sec- 


| 


| income 

| earnings 
| used 
| subseribe to the victory loan or to | 


|} (AP) 


“Between them | can ship shooting at the sharks.” 


a PE 


Support of All 
Necessary For 
Loan’s Success 


Continued from Page One 
all the 
profits and savings that business 
can make, will by no means meet 
our requirements. 

“We must persuade the working 
men and women of this nation—who 
ere naturally receiving a large and 


growing share of its income as em- | 


ployment expands—to save a large 
of their earnings now so 
that they may spend them after the 
war, or retain them as security.” 
ENTHUSIASM NEEDED 

Mr. 
in factories and to other 
is a new and difficult 


workers 
task, but 


added that with the experience in | 
loans | 


the first and second victory 
and in war saving campaigns, an 
efficient and widespread organiza- 
tion has been developed. 

“But organization and publicity 
cannot do the job alone,” he de- 
clarecd, “We need enthusiastic 
practical support. We need it from 
individual workers, from their 
unions and leaders, from foremen 
and managers and from employ- 
ers, With this sunport we can 
accomplish the miracle that is 
necessary.” 

The finance minister stressed thal 
tax being dedurted from 
nowadays should not be 
“as an excuse for refusing to 


war savings.” He said the tax w+ 


ductions “are not more than al! cen) 


be expected to pay as a minimum 

“The post-war importance of sav- 
ing for Victory Loans is of first- 
rate significance,” he said. “By de- 
ferring our spending until after the 
war, we help to ensure one another 
work af that time when we can and 
should devote our efforts to provid- 
ing the highest possible standards 


| of living for Canadians,” 


Mr. Ilsley compared Canada’s 
war effort to the total war being 
waged in the active war theatres, 
“It is hard for most of us to real- 
ize that we are at war other than 
economically,” he said, “The 
fighting is thousands of miles 
away except where the enemy 
turks in) submarines. We have 
not suffered the horror of inva- 
sion nor even the terror of bomb- 
ing 
“Nevertheless, we must somehow 
bring ourselves to realize the great 
emergency and the great necessities 
without that terror and that horror 
being upon us. And we must do so 
It will 


soon if we are to survive 
be too late if we wait until the! 
enemy arrives.” 


Studio Fi ire 


CULVER CITY, Calif, Oct. 14 


Ilsley said that selling bonds | 


Damage estimated by studio | 
officials at $100,000 was caused by) 


14.—(AP)—"“The Astoria was 


| shot so full of holes she looked like a punchboard and the 
fire that raged through her was so hot you actually could | coast. 
| See through the metal.” 


Fine Animals 
InCompetition | 
At Fall Show 


With an entry list in all classes 
equal to that of last year, and 
| and considerably higher than in 
| many recent years the Edmonton 

Exhibition Association's fall show 

and sale of sheep, and swine and 
' purebred Shorthorn females 

opened at the Exhibition grounds 

Wednesday. | 

Judging in the commercial swine 
of | Classes started Wednesday morning, 
with commercial sheep classes | 
| scheduled to be judged Wednesday 
afternoon. The auction sale of com- | 
mercial sheep and swine will take} 
| place at 3:30 p.m. Wednesday | 

Thursday morning the judging of 
| purebred swine will continue and 
jthe auction sale of these classes 
will be staged at 1:30 p.m. Judging 
lof the purebred sheep classes will 
|start immediately following the 


tion in these classes scheduled for 
Thursday morning at 10 o'clock. | 

On Thursday judging of the pure-| 
bred Shorthorn females will start) 
| with J. C. Yule, Calgary, officiating. | 
Following the judging the entries| 
will be auctioned by J. W. Durno,| 
| Calgary auctioneer, who is associ- | 
|ated with local auctioneers in the 
pee being conducted here. 


———__— VY 


Nazis Use Copy 
Of Russian Type 
Attack - Bomber 


MOSCOW, Oct. 14—(AP)—The | 
army newspaper Red Star reported 
| today that the Germans are using 
a new type of “stormer’ or low- 
level attack bomber, the Heinkel- 
| 129, which apparently is a copy of 
the Stormoviks used successfully 
by the Red Army. 

The plane was described as hav- 
jing two motors, a speed of 280 miles 
an hour, armed with either a 30- 
millimetre cannon and two ma- 
chine guns or two 20-millimetre 
cannon and two machine guns. It 
} can carry 770 pounds of bombs and 


has an armored cockpit. 
| = 


purebred swine sale, with the aue-| == 
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Ship’s Crew Saved 
By Hunting Party 


ST. JOHN'S, Nfld. Oct 
(CP)—A party of ptarmigan “hank 
ers, who dropped their sport to rig 
a breeches buoy for a crew of ship- 
wrecked mariners, were disclosed 
last night to have saved 
aboard the ship after it ran aground 
on the forbidding Newfoundland 

Stranded only 30 feet offshore, 
the ship's crewmen 
from safety by high, bluff cliffs un- 
til the hunting party from St. 
| John's came to their rescue. 


| after 


all 47 men} 


were barred) 


Bid | 


Outlaw Poll Tax 

WASHINGTON, Oct. 14—(AP)— 
A measure outlawing the poll tax 
as a prerequisite for voting was 
passed overwhelmingly by the 
House of Representatives yesterday 
seional fight 
the issues of states’ 
rights, the bill's constitutionality 
and the vote for the Negro 
— 
Gordon Higgins, 


a bitter cen- 


tring around 


sportsmen 


Charles Godden and James Me- 
Laughlan—were at their camp on 
the southern coast of Newfound- 


land when distress flares from the 
ship were di isheck 


KILL THAT FIRE 


Poy and save 


Just 
flames. 
KILLER 
condenséd heavier-than-air liquid 
as ; kills fire quickly, easily, safely 
specially effective for “fast” fires 
caused by gasoline, grease, oils. 
Keep FIRE-KILLER handyinthe 
house, car, garage, outbuildings. 


Big 36 oz. Tin-$3.00 


fecommendedas 
an economical 
cleaning fivid, 


YOUR Home! 


slash contents of tin on 
No apparatus. FIRE- 
smothers them with 


Get FIRE-KILLER from ony dealer of 
The Canada Paint Co. Limitea 
The Martin-Senour Co. Limited 


The Sherwin-Williams Company 
of Canada Limited 


MAUND’S 


IS A COMPLETE PAINT, WALLPAPER AND 
DECORATING SERVICE 


WALLPAPER: Here you have variety in a full and complete stock 
from which to choose, at prices ranging from 12!2c per roll to $1.10. 


BAPCA PURE HOUSE PAINTS and SHINGOLEEN; With all 
colors still available and at no advance in the prices. 


SATIN GLO INTERIOR FINISHES: Paint, Varnish, Enamel—all 
colors, quick drying and still available at last year’s prices, 


Maund's are doing everything possible to supply all 
necessary decorating materials to contractors as well as 


to householders. 


MAUND'S 


Phone 26542 — 10335 Jasper Ave. 
THE STORE WITH THE SATIN GLO SIGN 


Save time, gasoline, tires, 


and-tear by using the mail to transact 
business. Once you have 
established a simple routine, you will 
enjoy using your mail-box as your bank 


your banking 


window. 


general wear- 


VICTORY. 


Have the necessary stationery and post- 


| age handy, keep the fountain pen filled 
(or the typewriter in running ofder) 
and, with the simple instructions we will 


a fire which destroyed permanent} 


sets and other property on a lot at 
Metro-Goldwyn-Mayer studios 
night 
7. 
Is Improving 

LONDON, Oct. 14.—(CP)—Fur 
ther improvement was reported to 
day in the condition of David Lloyd 
George, The former prime munis- 
ter, suffering from a heavy 
was said to be “again much better.” 


ing. The survivors are PO, 
Mason of Rockglen, Sask., Sgt. 
Alexander of Nanaimo, B.C., 


Sgt. Joe Kaucharik of Fort 


and 
Wil- 


ond one to leave the ship, is miss-| liam, Ont 


last | 


} 
| 


cold, | 


Ed) 
Jim | 


Modern, Experienced Banking Service ...... 


10089 Jasper Avenue: | 


Mail”. 


BRANCHES IN EDMONTON 
THOMAS DICKSON, Manager 
97th Street at 103A Avenue: H. P. BLUCK, Manager 


BUSY -WAR-WORKERS 


Bank by Mail 


send on request, you can easily carry on 
your savings or chequing account: with- 
out visiting the Bank. 


Determined, systematic saving by every 
citizen is a part of the national price of 


Don't postpone saving by mail; write 
today for our folder “How to Bank by 


BANK OF MONTREAL 


“A BANK WHERE SMALL A€COUNTS ARE WELCOME" 


the Outcome of 125 Years’ Successful Operation 
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ONLY THE STARS ARE NEUTRAL 


Nazis Missed Easy Chance 


To Capture Sovie 


Quentin Reynolds, ace reporter, has. omong other gifts, the 
uncanny ability to be on the scene when world-shaking news 
breaks. He was in London during the critical days of the Blitz. 
His books, articles, broadcasts, films and lectures did more to 
arouse popular support in America for Britain’s cause than all the 
official communiques and propaganda combined.—EDITOR. 


Instalment No. 21 
By QUENTIN REYNOLDS 
Living in Kibyshey was absolutely fantastic. There | 
were fourteen sovereign diplomatic missions quartered in 
the dreary city.@In addition to the American and British | 
Embassies, there were the Czech, Pole, Greek, Yugoslav, 
Swedish, Norwegian, Iranian, Turkish, Afghan, Chinese, 
Japanese and Bulgarian, although one had to stretch a point 
to lend the title “sovereign diplomatic mis- ' 
sion” to the latter. The Bulgarian Mission 
consisted of one melancholy Bulgar who lived 
alone and unhappliy at the Grand Hotel with 
two ‘Y.M.C.A.” boys in constant attendance. 
Russia did not exactly consider Bulgaria to 
be a friendly neutral. 

A week after we arrived, our secretaries ; . 
followed. We hadn’t been allowed to bring r 4 
them on the train with us. My excellent df 
Sophiana was so much in demand that I rent- 
ed her out occasionally. Cy Sulzberger and 


gare en cme 


ee 
a aly 


REYNOLDS 
Philip Jordan used her, and I took either whisky or cigar- 


ettes in payment. By now, the American Embassy, pre- 
viously our source of supply, had rationed whisky, gin and| 
cigarettes. Finally Steinhardt told us sadly that he could no 
longer help us out; the remaining supply would take care of 
the staff itself only eight more weeks. 

The filth of the streets, the horrible sanitary conditions| 
in the Grand and the lack of fresh vegetables, soon began to 
have their effect on us. Every one of us had dysentery, the 
very worst thing we could catch with conditions as they were| 
in the Grand. Sulzberger was in bed for a week with it. Our| 
lives began pretty much to be bound up with the rooms 
which, for the sake of delicacy, I will call the “bathrooms.” 
There were two such “bathrooms” in the Grand to take care 
of about a hundred guests. «. 

With the arrival of Sophiana, life | 
became more bearable. She haunt- 
ed the Univermag, the local Gim- | 
bel Brothers, but several visits re- 
Sulted in the purchase of nothing 
more startling than five bath towels 


Oh, well, we thought it very good 
and sang it quite lustily. 

We made our own life. 
|Charlie Dickerson had arrived from 
Krazan, and his poker was all that 
the others had predicted. When we 


social 


and an electric stove weren't playing at the American 
“VOLGA BOATMEN” Embassy with the Guinea Pigs. 
Colonel Robert Guiness, only 36, 


During the first few weeks, food 
at the hotel was as dull as food 
can be. There would usually be a 
half dozen items on the menu, but 
when we asked for the more attrac- 
tive dishes, the waitress would in- 
variably shake her head sadly and 
murmur, “Niet,” which meant “No.” 
We would see ikra y luk (caviar 
and onions) on the menu, but 
nearly always the answer was 
“Niet.” Niet and nitchevo were the | 
two Russian words we heard most. 
Nitchevo would mean, “Maybe to- 
morrow.” The two words haunted 
us so that we composed a song and 
sang it to the tune of the “Song of 
the Volga Boatmen.” 

Nitchevo niet, vodka niet 

Nitchevo luk, coffee nie 

Butter niet, ham and eggs niet 

Nitchevo ikra, 

We haven't got it yet. 


headed a British Military Commis- 
sion of four men and these four in- 
separables were soon termed the 
Guinea Pigs. They had a large 
room at the British Embassy, had 
engaged a cook and ran their own 
mess all in one room. They slept 
there, too. On the door of the room, | 
; Which was called “The Hutch,” was | 
a large sign proclaiming, “The ani- 
mals may not be fed but may be 
freely offered liquor.” Colonel Hill, 
who was the No. 2 man of the out- 
| fit, was a remarkable person. He 
had been a spy in the last war. In 
fact his book, “Spy Out the Land,”)| 
is perhaps the only authentic book 
on spying ever written. Hill had or- 
| ganized Trotsky’s air force in the 
early 1920s. He was bilingual and | 
Russians often thought him one of) 
their own. He had all sorts of dec-| 
orations from both the British and | 


| 


ole 


| Moscow. 


Russian governments. He had been} them 


t Capital 


wounded several times, but no 
jtrace of his incredibly hard and 
|dangerous life showed on him. He 
;Wwas a plump, affable, smiling, 
middle-aged man, and it was hard 
to imagine him blowing up a bridge 
lor laying a minefield. But he had 
|done both of those things many 
| times. 
VODKA NOT SO STRONG 

One night, Jordan and I had din- 


ner with the Guinea Pigs. Somehow 


jor other Hiil could always get 
caviar when there was none to be 


had. Jordan and I gorged ourselves | 


on it, 

Hill had also gotten three or four 
kinds of cold meat and we dined 
Well and happily, helped by Rus- 
sian champagne. 

The Guinea Pigs, who worked 
much closer with the Russian Army 
than did most of the military mis- 
sions, had a Red Army captain to 
dinnen that night. An old friend of 
Hill and Guiness, he really opened 
up. His views on the position of 
Moscow doincided with those of 
Colonel Faymonville, who still said 
stubbornly, “They'll never take 
" Everyone else in Kuiby- 
shev looked for its monetary col- 
lapse. 

, The Russian Captain told us 
why we had been forced to leave 
on October 15, and when he fin- 
ished, we mentally apologized to 
Molotov for what, until then, we 
had thought to be his unfounded 
anxiety to get us out of Moscow. 

“The Nazis had taken Mozhaisk,” 
he said. “They had broken through 
and there was nothing between 


| them and Moscow but a clear, un- | 
defended road. We got that news | 


the morning of October 15 and 
honestly expected that they’d be in 


Moscow by nightfall. or some rea- | 


son or another, the Hun suspected 
a trap, He thought we were trying 
to do what we had done in the 
south; let him rush ahead at one 
sector only to close our ranks be- 
hind him and cut him off. So he 
hesitated. He hau iis advance 
motorcyclists there and his light 
tanks ang had he pushed on, noth 
ing would have stopped him. Bui 
he delayed a day, and, by then, we 
had reinforcements up there. It 
snowed heavily that night too, you'll 
remember, and that threw him off, 
too. Seems funny to think that the 
Hun could quite easily have captur- 
ed Moscow the night of October 15 


if he had followed his usual course | 


of rushing ahead every time he 


| broke through. Moscow would have | 


fallen; maybe—who knows?—Russia 
would have followed, and think 
what that would have meant to 
Britain and America. 


“THEY'LL ATTACK YOU” 

The Captain, a chunky, darkly, 
handsome man of 36, talked Eng- 
lish slowly but perfectly. He wanted 


to know why America didn’t attack | 


Japan, Japan? I hadn't thou 
Japan for months, 

“We have no quarrel with Japan,” 
4 said airily. “Why should we attack 


o” 


ght of 


You have to feel fit to enjoy life. And to 
feel on top of the world—ready to step 
out, vigorously, buoyantly alive—you need 
Eno to help give you the glow of inner 
health, a system free of poisonous wastes 
and excess gastric acids. Such poisons 
are frequently the cause of constipation, 
headaches, indigestion, listlessness, sour 
stomach and that “‘morning after” feeling. 


enjoy the good 


—- always ready 


Epsom salts. 


ENO'S ‘FRUIT SALT’ 


FIRST THING EVERY MORN/NG 


THE PLEASANT ENO way! 


So get acquainted with Eno today and 


things of life that come 


of inner fitness —the zest and sparkle 
that keeps you in “the picture of health” 


for your work and play. 


Sparkling and refreshing, Eno is pleasant 
to take —entirely free 
from Glauber and 


wit | 


Tired Tankman _ 


A motorized manoeuvre over rough terrain ends and a 
weary tank crewman flops down on his “iron monster,” 
dead to the world. Training is rigorous, thorough, in this 


| ’ 
man’s army. 


! 
Americans have always had in our 


navy. 

“You see,” he said gently, “your 
navy has never been at war, un- 
less you count that little thing 
with Spain in 1900. But perhaps 
| am wrong. | hope so.” 

We got to talking about what 
would happen after the war. We 
all had plenty of theories. Only the | 


“Because,” he said, “if you 
| don't, they will attack you. They 
hate you very much. Now they 
are obeying the will of Hitler, 
who hates you very much, too. It 
puzzles me that Americans are 
not aware of the Japanese 
threat... .” 

“There's one man aware of it,” I) 
said, and then I told the captain of | 
a half hour's talk I had with the} 
President in March, only seven | captain remained silent. Finally, 
months before. I had been home| When we had exhausted all the 
for a vacation and, to my delight, | possibilities, Jordan remembered 
received a command to meet the|to ask him what he thought should 
| President at the White House. Pre- | be done. 
viously, I had only met him at press| “After the war,” the Captain said 
conferences. For years I had been| mildly, “you Americans should 
|a member of the Roosevelt-and-| keep out of it for awhile. You Brit- 
Garbo-Can-Do-No-Wrong Club, I] ish stay away for awhile. Let us 
worshipped Roosevelt and I'd walk! be the Army of Occupation for just 
a mile to see a Garbo picture, I| one month, and things will adjust 
had just arrived from England and | themselves.” | 
naturally thought that the Presi- Jordan and I were delighted with | 
dent would talk of London, He|the Russian Captain. It was 
was alone, sitting behind a desk first time we had really come close 
in the second-floor office at the to a Russian who was not a govern- 
White House. He knew that I was ment official, He was absolutely 
a friend of his son, Franklin, and out of line in talking frankly with | 
Averell Harriman, and we talked us, but we enjoyed it. 


of them for awhole, and then we COMPARES U.S., RUSSIA | 
switched the talk to Japan. I was, The: CaptaintwartalebrventiConsl 
so full of Britain and the courage Mike 


the | 


of the people of London that the munist, a member of the party | 
Japs to me were merely a race of since he was 21. This was rather | 
funny little men on the other side pare The Communist party in 


For half an hour the 
President, lighting one cigarette) ojyb in the world, and it is exceed- | 
after anon ae Hpantdenes ingly difficult to obtain member- | 
into his holder, ta Keo 8 bout : apan. ship in it. There are only a million | 
I couldn't get a word in edgewise | members with < waiting list of | 
about Britain, three million. For the first time, | 
we heard a Russian talk frankly | 
about Communism, With the Cap- | 
tain, it was admittedly his religion, 
his body and soul, his existence. 
“You laugh at our love for Com- 
munism,” he said in his soft, de-| 
liberate voice, “You know we have | 
friendship with America,’ and then | erin prs Bi sae a vou Serene 
they hiss through their teeth again,| fought bravely i ie thee rea 
and I know they're lying. Oh they | whoo They fe niga they died, 
hate us. And sooner or later they'll | yore part wi Baers dat lt 
cme ate us, Ob yen indeed. We Helped o erate «world we think 
, , you. ~ |is worth dying for. My friend Col- 
Ae eae it aan Beceseite one! Hill was here in Russia in the 
/ é § “| Czarist days. He will tell you that 
Bursts wo seer, We hive’s only 20, er cent ot our" eltzens 
y s . owned shoes then. He will tell y 
fine navy and when the present} that only 1 per cent of our saanls 
construction plans get fully under| wa, literate. Now education — 
vapsieae tate Sea lave ape | classical, scientific or industrial—is 
8 se ha * *S“;; open to all. You have seen the 
xe re bd Mig Sail Nh sf wi | worst conditions as well as the best | 
av cate st. : | oi 7 ont ey 
c : : | since you arrived here. You have 
iat hd hike Meat ou |e¥en seen the wretched. refugee 
: A id | arriving here on the V s. | 
fleet out of the Atlantic. When that | But esteted erie a Hel lat 
happens, it will mean that we won't | clothed and they wear shoes and | 
be able propeny Vy tt day PEs they are being taken care. of as 
at Sk bd ven pereeetee well as possible. Remember our) 
les ' im)” Vee * world has only lasted twenty-four | 


” 
ah I left. h cea araneatic years. Yours in America has lasted 
ae ee tre asmed one question | since 1776, Yet, forgive me again, 


of the world. Russia is by far the most exclusive | 


| NEED MORE DESTROYERS 

| “They hate us,” he said emphati- | 
cally. “They come to me and they} 
hiss between their teeth and they 
say, ‘Mr. President, we are your] 
friends. Japan wants nothing but 


apont Bye rate <O0eE Bee I think we have made more relative | 
ee mos A al BIVINE progress in our twenty-four years 


| than you have in your—what is it? 
—165 years.” 
“We haven't had to chuck re- 
| ligion overboard,” I suggested. 
“We have not chucked religion 
overboard,” he smiled. We've 
chucked overboard the religious 
abuses we suffered from. Our 
people are naturally religious. 
You never heared of kidnappings 
or murder or organized gangs or 
Political grafters here in Russia, 
except in isolated cases.” 
“We let our minerity shout their 
heads off,” I said. “We don't slap 
them into jail as you do.” 


Just before leaving London, | 
had asked A, V. Alexander, First 
Lord of the Admiralty, that very 
same question. The forthright A. 
V. had cried out, “In God's name, 
Quentin, we need one hundred 
more destroyers. If anyone at 
home asks you what we need, tell 
them that. One hundred de- 
stroyers and,” he added with a 
smile, “if you could spare a few 
cruisers...” 

I repeated that to the President, | 
and he smiled grimly. “I know. 1 
wish we could let them have what 
they want.” 


5 “We only slap enemies 2 

I left the White House that after- | g,, eee AP CLONES of the 

; State into jail,” he said, reprov- 

noon more fervently entrenched ingly. “Enemies of the State are 
than ever in my one-man Roose- ‘ - P . | 


} enemies of the people. And speak- | 
ing of minorities do you think the 
| way the Negro minority is treated | 
|in America would be tolerated by | 
}us? Your Negroes are American | 
| citizens—are they not?—with the 
responsibilities of citizens. But you | 
do not give them the privilege of 


velt-Can-Do-No-Wrong Club. But 
at the time, I was puzzled about his 
preoccupation with Japan. Japan 
didn’t seem important to me. I was 
a member of the deluded A-Com- 
pany-of-Marines-Could-Wipe-Them- 
Out group, complacent in my ig- 
HOGAN, Although the President | citizens, Here, all citizens are alike. 

had not said that his talk with me}, : pee ae tits 
coer aM” ta ¢ ~,|Hach has his responsibilities but 

was “off the record,” I did feel that | h t has his privile ” 
his freedom of’ »xpression implied | ae 00), AGE Bis; DIVER ger, | 
‘ | Jordan and I left elated that we | 


that it was. So urti! now I’ve never | ; P 
ee 2 atloc’ Pay fas aac ps had finally been able to get behind | 
Bat ow ey Story of that interview. | the official veil that hid the real | 
vapans attack Uy 5! Russia from us. We walked home 

does, I think, release me from even | 4. . ‘e F 

that implied “off-the-record” ban discussing the Captain and agree: | 
. 2 | ing that he was the highest type of | 
UNDERRATE JAP NAVY | Soviet citizen; the man who had) 
I told all this to the Russian Cap-| first been convinced intellectually 
tain that night in Kuibyshev. He and had then been convinced emo- 


s tionally, 
nodded in agreement with every-| “His arguments are good,” I said 
thing the President had said, But to Phillip. “He and millions like | 
he had one correction to make, 


|him love this system, and why 
“Forgive me, if 1 offend,” he said, Shouldn't they? We certainly have 
“I don't mean to be discourteous, 


no right to criticize.” 
but I think your President under- 


“Tl agree,” Jordan said. “Both 
rates the Japanese navy, I am Your country and mine are too vul- 
afraid that it is a better navy than 


nerable for us to criticize anyone.’ 
yours, Japan's heavy battleships 


“We are vulnereble, but at one 
carry more and heavier guns than !9 the morning with the tempera- 
yours do. Japanese gunnery is bet- 


ture at zero, you wouldn't see a 
scene like that anywhere in Amer- 


jter than that of the American hy 
Navy. We have ways of finding | i¢a. | 
those things out. I hope your | pointed across the street. | 


Through the whirling snowflakes, | 
we could see a line of patient 


President is right but I cannot see 
how your navy car destroy Japan's 


jin six or seven months, It will, 1| women waiting in front of a food 
think, take some years for your! store, All day and most of the 
aavy to reach the proportions to night, we saw these lines. There | 
enable it to destroy the Japanese were only a few shops in Kuiby- 
navy.’ shevy and food was not abundant. | 
“IT think you're nuts.” | said) The rape of the South by the | 
bluntly, with the confidence we, Nazis had put a severe tax on | 


Congress Plans | 
Early Call For 
"Teen Age Class 


WASHINGTON, Oct. 14.—(AP) 
—With speed reminiscent of that 
with which it declared war last 
December on Germany, Italy and 
Japan, Congress went into high 
gear yesterday to put 18 and 19- 
year-old boys into United States 
army uniforms. 

Responding to President Roose- 
velt’s fireside chat, and to an ap-| 
peal by War Secretary Henry Stim- | 
son that it help build up “with the | 
minimum delay the finest army in 
the world,” Congress leaders dis-| 
closed plans to rush to House of 
Representatives passage this week | 
legislation lowering the draft age} 
from 20 years to 18. | 
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K aiser Believes | 
Peace Could Bring 


Industrial Boom 
OAKLAND, Calif., Oct. 14 —(AP)| 
—Peace should bring a boom, in- 
stead of a collapse, to industry,| 
Henry J. Kaiser, shipbuilder be- 
lieves, | 
“It ought to keep every wheel! 
turning in America for 20 years," 


he said in a speech decrying the | German prisoner 


Soldier Takes 
5-to-1 Chance 
On Life: Loses 


LONDON, Oct. 14.—(CP) 
Kenneth Pearson, member of 
an R.A.F. ground crew, yester 
day picked up his .45 revolver 
to demonstrate a gangster film 
scene to two W.A.A.F./s 

The gunman in the film had 
put a bullet in the revolver, 
spun the cylinder and then 
taken a 5-to-l chance against 
death by holding the barrel 
against his head and pressing 
the trigger. 

“Be sporting,” the real live 
soldier told one of the W.A. 
A.F.’s, handing her the revoiv- 
er, “take a chance.” 

When the girl refused Pear- 
son flicked the cylinder with 
one bullet in it, and took the 
chance. 


There was a fiash. Pearson 


slid from his chair dead. 


Nazi Wounded 


Treated Fqual 
To Canadians 


By JACK BRAYLEY 


MONTREAL, — Oct. 14 
rs lying beside his 


forecasts of depression, revolution| own bloody blanket on the smok- 


and disaster which have come to 
his ears. 


“We need not have a post-war'| 


depression,” said Kaiser, | 
“On the conrtray, America can|dian wounded, declared Pte. Jack 


enter her most prosperous era with | Fowler, ’ 
the greatest agricvitural and indus-| passing through here last night on 


ing, shell-torn deck of a destroyer 
pushing out of blazing Dieppe were 


given equal treatment with Cana-| 


Ontario “ack ack” man 


trial expansion, greatest individual| his way home to Toronto, 


and social opportunity, and great- 


the nations which will set them- 


|est chance to become the hope of| casualties who have 


He was with a group of Dieppe 
arrived back 
in Canada with hundreds of other 


selves to the task of rebuilding the | Soldiers sailors and airmen, a large 


| devastated areas.” 


Vv 


Ann Wants Divorce i 


HOLLYWOOD, Oct. 14—(AP)— 
Ann Sheridan, who announced her 


separation from actor George Brent 
Sept. 28, disclosed yesterday she 
had retained an aiturney in Las 
Vegas, Nev., and would institute 
divorce proceedings there as soon 


and Brent were married in Palin 
Beach, Fla., Last Jan. 5. 
EN ARRAS SS 

Russia’s ability to feed everyone 
properly. 

“No, we wouldn't see that,” I re- 
peated. “But then we're not at war. 
We haven't had 2,000,000 of our 
citizens killed, so perhaps that line 
of women really is no answe: to 
the captain’s arguments.” 

“We must come back after the 
war and really learn something 
about Russia,” Jordan said, and I 
agreed. Jordan and I remembered 
that night as one of the most pleas- 
ant we spent in the Volga city. We 


days. We wouldn't have minded, 
had we been in action, getting 
stories worth writing. Here we had 
only the brief communiques to base 


| 


number of whom are also hospital 
cases, 

The station, lighted with brilliant 
leig lights for the battery of cam- 


|era men on hand to photograph the 


| as she finished a current film. She| 


|; didn’t have many really pleasant | 


our articles on. And always the dis- | 


Tomorrow: Men at Work. 
(Copyright, 1942, by Random 
House, Inc.) 


| comfort of minor physical ailments. | 


arrival, was filled with cheering 
relatives and friends of the return- 
ing servicemen. 


Quick Jap Defeat 
Declared Possible 


OTTAWA, Oct. 14.—(CP)—Max 
T. Stewart, assist secretary of 
the Canadian Shipping Board, yes- 
terday told an Ottawa club that the 
United Nations, directing 
whole force 
Japan, can “clean them up in a 
few months” providing Russia can 
cope with Germany. 

Mr. Stewart, assistant to the com- 
missioner of the Canadian legation 
at Tokyo before the outbreak of 
war between Japan and the Unit- 
ed Nations, said once Japanese na- 
val forces had been destroyed “the 
islands could be burned up with 
incendiaries.” 

“A few bombs would make a real 
mess of Japan, and I would like to 
see that mess made,” he added 

He said the bombing of Tokyo 
and other cities last spring had a 
“deep psychological effect’ upon 
the Japanese, shook them badly, 
and was a complete success. 


ant 


against 


B(GP)msi 


their | 
the islands of} 


C.C.F. Leader 
Opposes Plan 
To Chain Nazis 


OTTAWA, Oct. 14.—(CP)—M. 
J. Coldwell, C.C.F. leader, in a 
statement yesterday expressed re- 
gret that British and Canadian 
governments “felt it necessary to 
institute reprisals” against Ger- 
man prisoners of war because the 
Germans had ordered British 
prisoners shackled, ; 

lhe statement, prepared for pub 
lication in C.C.F. periodicals, says 
in part 

I regret the British and Canadian 
governments have felt it necessary 
against Gér 


In answer 


fo institute reprisals 
}man prisoners of wat 
| Hitler's barbarism in manacling our 


in Germany. 


to 


| prisoners of wat 


| WON'T GAIN RESULTS 

Every one of us was shocked and 
enraged at this fresh evidence of 
| wanton Nazi cruelty. The first, and 
perhaps entirely natural, reaction 


(was a desire to give tein a iasie 
}of their own medicine. L believe 
this will not achieve the 


| however 
desired results and for two reasons: 

Firstly, is it possible for us to 

try to compete with Hitler in bar- 
barism and cruelty? This is a 
moral and political war as well as 
a military one. We should not do 
anything to weaken the high 
moral position of the United Na- 
tions, for it is upon this ground 
that we can make our strongest 
appeal to the people dominated 
by the aggressors. 

Secondly, may we not be jeopard- 
|izing more and more of our men 
| by this action? There is little doubt 
but that Hitler's answer will be 
further acts of cruelty against our 
boys. As everyone knows, there 
are far more British, Canadian, 
|New Zealand and Australian sol- 
|diers in German camps than there 
are German prisoners in our hands. 
AT DISADVANTAGE 

To offset this it has been sug- 
| gesied that the action could be ex- 
| tended to Italian prisoners. But, is 
}it likely that Hitler, who murders 
and destroys even his own people 
without the slightest human com- 
| punction, will be touched by the 
|} discomfort of his Italian dupes? 
The answer is surely in the nega- 
ltive and we are, therefore, at a 
serious disadvantage, 


RSE, | ss 
‘ 
Gaspe Member 
y re 
Urges King to 
v r J 
Convene House 
| OTTAWA, Oct 14.—(CP)—J. S. 
|Roy, Independent member of par- 
liament for Gaspe, told The Cana- 
dian Press yesterday he had sent 
a letter to Prime Min‘ster Macken- 
zie King urging him to convene 
parliament immediately to discuss 
{the shipping situation in the St 
Lawrence. 
| The member, whose constituency 
occupies a considerable portion of 
the Gaspe peninsula, was in Ottawa 
yesterday and said the reason for 
| sending the letter to the prime 
minister was that the situation was 
leven worse than when the House 
| of Commons had held a secret ses- 
sion to discuss it last summer, 


MR. SYD KEELING 
has now joined our 
staff which enables us 
to add Designing and 
Tajloring of Uniforms 
for the Officers of 
H.M. Forces, All 
orders are executed 
speedily, and, are tai- 
lored right here at 
10453 Jasper Avenue. 


T. J. LaFleche 
Makes an 


Important Announcement 


SYD KEELING 


T. J, LaFLECHE 
Ladies’, 
Men’s 
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Take Your Choice 


The.Minister of Finance has announc- 
ed that two classes of bonds will be offer- 
ed when the third Victory Loan is placed 
on the market next week; fourteen year 
bonds, and three and a-half year bonds. 
The former will bear interest at three per 
cent, the latter at one and three-quarters 


aw 
per cé 

The object of course is to encouragé 
buyers to invest in the longer term bonds. 
For the reason that the short term issue 
will have to be refunded either while the 
war is still in progress or during the im- 
mediate post-war years when reconstruc- 
tion plans and problems will be demand- 
ing the attention alike of the Government 
and the public. 

Both Mr. Ilsley and Mr. Spinney have 
disposed in emphatic language 


of the 
rumor that war bonds might be made 
non re-saleable. There is not, they have 
stated positively, any intention to inter- 
fere with the right of the holder to sell his 
bonds in the open market. That assured, 
the long term bonds are decidedly the best 
buy, and will no doubt be preferred by 
purchasers, 

Another important feature is that 
bonds may be bought on the instalment 
plan. This is more important now than 
when former issues were offered, for the 
reason that more of our people are stead- 
ily employed and because there is no like- 
lihood of employment becoming less plen- 
tiful. Instalment buyers should therefore 
be more numerous than they have ever 
been, 


— erent fee 
Mr. Willkie’s Tour 

Edmonton people were of course grati- 
fied that this city was one of the ports of 
call of Mr. Wendell Willkie on his world- 
girdling flight. Had circumstances per- 
mitted, their welcome to this distinguished 
visitor and special representative of the 
President of the United States would have 
been shown by some public ceremony. But 
wartime conditions prevented them even 
knowing in advance that he was returning 
home by this route. 

The journey of Mr. Willkie was under- 
taken on his own initiative, but was in 
part a mission of inquiry for the Govern- 
ment of his country. Whatever his im- 
pressions, and his report, may be, the tour 
has already accomplished one purpose. It 
has given the lie to Axis claims that Un- 
ited States participation in the war is the 
result of a sectional movement headed 
and inspired by President Roosevelt. The 
fact that Mr, Willkie was Mr. Roosevelt's 
opponent at the last election kills that bit 
of propaganda. The more certainly be- 
cause Mr. Willkie is of German descent. 

How far this fabrication may have 
been believed in enemy countries, or in 
neutral countries, there is no way of know- 
ing. It can no longer deceive anyone. The 
United States is in the war as a united 
nation, not as the outcome of party or 
sectional plans or prejudice. The “war 
monger” claim can no longer be thrown at 


the President, for it would have to be 
levied equally against his political op- 
posite. Herr Goebbels will have to think 


up something else. 


Stn fae 2 IG io 


The Ruse That Failed 


The Russians were not fooled by Ber- 
lin’s announcement that mass attacks on 
Stalingrad were to be abandoned, When 
the attacks were resumed after a three- 
day lull the defenders were at their posts 
and threw them back. 

Perhaps to give credibility to the an- 
nouncement and compel the withdrawal of 
defending troops from the city, 
forces in tthe Caucasus took the offensive 
during the lull and resistance to the Red 
drive northwest of Stalingrad was sud- 
denly stiffened. In neither sector did the 
diversion effort make headway. So Ger- 
man infantrymen were again driven into 
the shambles which once were city streets 
as wantonly as at any time during the 
siege. 

The manoeuvre of a pretended change 
of objective might mean that the Nazi 
high command doesn't know how to get 
out of the corner it got itself into. If Stal- 
ingrad cannot be captured and made an 
anchor point for a winter line, the alterna- 
tive will be to dig in for the winter in the 
open or retreat to the Don, Either would 
be to admit failure of the summer cam- 
paign, which might create a dangerous re- 
action in Germany, where the news of th« 
heavy losses cannot be altogether sup- 
pressed. Besides, last winter's experience 
showed that fighting in the open or with 
drawing under winter conditions would in- 
vite disaster, 

The probability is that the attacks on 
Stalingrad will be continued, with increas- 
ed intensity, and with complete disregard 
to the further sacrifices involved. The 
diversion ruse having failed, there seems 
to be nothing else for the Hitler “intui. 
tions” to suggest. 


Let Them Guess 


Those who are sometimes disposed to 
find fault with the Allied authorities for 
withholding news may see a reason for 
this in the announcement that three heavy 
United States cruisers were in the 
battle off the Solomon Islands two months 
ago. Not much imagination is needed to 


lost 


Nazi ° 


| 


EDMONTON 


understand that the Japanese command 
would have been greatly obliged had this 
information been given out at the time. 


It was held back until the loss had been | Mental Isolation Is Cause 


made good by a regrouping of forces. Now 
that its strength in that area is back to 
par, the navy department at Washington 
has released the news with no possible ad- 
vantage to the enemy. 

It is not only in respect to bad news 
that secrecy for a time may be advisable. 
To let the enemy guess what has become 
of one of his missing ships, or why his 
plans in some corner of the world have not 
worked out aecording to schedule, may be 
equally wise. 

Admiral Raeder, for instance, would 
very much like to know how many of his 
Submarines have gone to the bottom and 
how many have been towed into Allied 
ports—-when, where and under what cir- 
cumstances these mishaps overtook his 
craft. And the Nazi commanders in 
France would like to know what exactly 
the British had in mind in staging the 
Dieppe raid—but all they have been told is 


that the purpose of the thrust was ac- 
complished. 
Naturally enough every person in 


every Allied country would like to know 
all that has happened on every fighting 
front in the last twenty-four hours. But 
we cannot be told without the enemy hear- 
ing. Wherefore we are not told; and the 
enemy is left to guess. ‘ 
V 
The official welcome extended to the 
new Soviet Minister at Ottawa is in keep- 
ing with public sentiment throughout Can- 
ada. The Russians have won the pro- 
found admiration of Canadians for the 
magnificent fight they are making for 
their homeland and for the right to govern 
themselves according to their own ideas. 
This basic principle of national rights is 
the foundation of democracy. In defend- 
ing it the Soviet and the democracies are 
on common ground. Out of their com- 
radeship in this crucial time should come | 
mutual respect and confidence, the atmos- 
phere in which commercial relations can | 
flourish when peace has been re-establish- 
ed by the destruction of the aggressor con- 
Spiracy. 


Looking Backward 


From The Bulletin Files 


1892 — 50 Years 


James H. Stevenson arrived 
umbia on Wednesday 
The South Edmonton land office was re-opened 


Ago 


from British Col- | 


on Thursday, Jules Royal, assistant agent, in 
charge, 

Robert Johnstone .has sold his villa on the 
corner of First and Elizabeth streets to J. A. Mac- 
Dougall 

Mr. Saint Arnaud, station agent at South Ed- | 


monton, is ill and will be relieved by J. Gregg of 
Dunmore, late of Edmonton. 

Voting takes place today on the $10,000 deben- 
{ure bylaw to pay for fire-fighting equipment and 
sidewalks, 

Stormy weather which commenced on Saturday 
extended South and East for a tong distance, The 
wires on the C.P.R. main line went down and are 
now only partially repaired. Today's train left 
Calgary an hour and fifteen minutes late and had 
not reached Olds, sixty miles north of Calgary, at 
2 ).m, Later reports say the train turned back 
to Calgary when about 40 miles north of that place 
on account of the snow Ms 

The Edmonton Fall Show which opened on 
Thursday last was by all odds the most succesr!ul 
that has been held here. 


1902 — 40 Years 


Telegraphic: The 
tive Associations in Great 
preferential treatment!for the colonies 

Sir Wilfrid Laurier will reacn Quebec tonight 
on his return from England.* } 

J. A. Fraser of Battleford, an ex-mounted police- 
man, died suddenly, 

Laborers marched 
agent to the police court, 


Ago 


Union of 
Britain has 


National Conserva- 


approved 


a Winnipeg 


employment | 


Secretary Root announced at Washington that 
the great coal strike had been settled 
1912 — 30 Years Ago 
Winnipeg, Man. The wheat crop of Western 
Canada is estimated at 196,000,000 bushels 
Lethbridge: Pyvesident Smith of the Mormon 
church announces that a temple will be built at 


Raymond, Alberta. 

Archdeacon Gray announced yesterday that a 
site has been secured for the new All Saints 
church located on the east side of 5th street. 

Milwaukee, Wis.: Col. Theodore Roosevelt was | 
shot and slightly wounded tonight as he was leav- 
ing a hotel for the auditorium to make a speech 
The wound was superficial and the Colonel went 
to the auditorium and began his speech* after he 
had seen his asasilant arrested and taken to the 
police station 

Paris, France has declared wai 
against Turkey, rded as merely the 
beginning of a genera) conflagration in which all 
the Balkan powers will be involved, 


1922 —- 20 Years 


Washington: Great Britain, in a communication 
delivered today to the state department, is under- 
stood to have declined the suggestion of Secretary 


Montenegro 


is r 


This 


Ago 


Hughes for a reciprocal extension of the right of 
search and seizure, so as to give the United States 


agents 
limit 
Fream, secretary of the United 
Growers, has been appointed a member 
Publie Utilities Commission of Alberta 

A colony of attractive homes is being establish- 


prohibition 
three-mile 
BE. J 


navy jurisdiction outside the 


Grain 
of the 


ed by the Hudson's Bay Co. on the reserve, near 
the McDougall school ‘ 
1932 10 Years Ago 
Belfast: British treops were rushed to this city, 
where rioting has already resulted in one death 


and the wounding of 30 or more persons. 

Winnipeg: Leaders of the western provincial 
governments, in conference, here, appealed to the 
Dominion government to grant a bonus on wheat 
production for the present year 

Ottawa: By arrangement between the provinces 
and the Dominion it is left to locab authorities to 
decide whether relief shall be given in money or in 
kind 


—— 


Today’s Text 


—_— 


Are they not all ministering spirits, sent forth 
to minister for them who shall be heirs of sal- 
vation?-—Hebrews 1:1 ; 

. . . 
A guardian angel o'er his life presiding, 
Doubling his pleasures, and his cares dividing 
Samuel Rogers 
Vv 
are going to win through two things: unily 
and sacrifice by us all. Neither 
of these things is easy,”—-Frank Knox, U.S. Secre- 
tary of the Navy, 


We 


among ourselves 
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Troubles 
By HAROLD L. WEIR 


A week or so ago, Premier Ade- 
lard Gedbout of Quebec made a 


public speech in which he stressed | 


the need for a new educational 
system in his province. 


He said Quebec must 
practical education, not 


have a 
one de- 


voted merely to the classics. 


Premier Godbout places his fin- 


| ger squarely on the cause of most 


| in a state of men- 
| tal 


of Quebec's trou- 
bles and griefs. 
That province, 
laboring under a 
most unreal and 
archaic educa- 
tional system, is 


that 
her 


isolation 
prevents 
from taking a 
useful and be- 
coming part in 


Canada’s affairs. 
No matter how Harold L. Welr 


| excellent her citizens may be, they 
| are cut off, by this unreal mode of 


| well-built } 
number of pupils attending | 


| 
he 
| education must 


thought, from other Canadians. 

Many of them still live in the 
17th century—a romantic thought, 
but hardly of social and economic 
value 


Language 

Premier Godbout, therefore, is 
absolutely right in principal when 
says that Quebec’s system of 
be drastically re- 
vised. 

The trouble is that, 
to carry his criticism to a logical 
conclusion. He does not go so far 


| through | 
either oversight or caution, he fails 


as to say that Quebec's educational 


system should tend to break down | 
Of All French-Canadian | tie language barrier that exists’ 


Canada. 
| And yet this is the very crux of 
the problem. 7 
| It is one of the difficulties that 
j tend to hamper recruiting in Que- 
| bec. Young men who have no other 
|language than French hesitate to 
| attach themselves to one of the ser- 
| vices in which English is predomin- 
antiy employed. They feel them- 
| selves, naturaliy, enough, to be at 
|a disadvantage. 

And, of course, 
disadvantage. 
| The: French-Canadian is always 
at a disadvantage, with his stub- 
born refusal to learn English, in a 
country where eight of the nine 
provinces use the English language 
almost exclusively. 

That is one of the reasons he de- 
mands special privilege for Quebec 
in a political way. He feels he 
must build his own kingdom in his 
own backyard. | 


they are at a 


Bilingualism 

Now there is great virtue in 
| bilingualism, It is a splendid thing 
|to have a general knowledge of 
‘two or even more languages 
jthroughout a country. A_ second 


jlanguage opens up a whole new 


|world of literature, for instance, 
for any man. 

But Quebec misinterprets _ bi- 
lingualism. Quebec thinks of 


bilingualism, not as an understand- 
ing of two languages, but as hav- 
ing a choice between two lan- 
| guages. And the choice, of course, 
| is always French. 

I have observed of Quebec on} 
many occasions that its people laud 
bilingualism, not as a means of} 
persuading French-Canadians to! 
learn English, but as a means of 


The Bulletin’s 


Readers Say: 


(These, letters are from 
Edmonton Bulletin readers, The 
views expressed may differ 
idely from The Bulletin’s own 
views. Brief letters are the 
most interesting. They will be 
shortened if lack of space re- 
quires. You must give your 
name and address. Write only 
on one side of the paper, Let- 
ters and their contents become 
the property of the newspaper 
and cannot be returned.) 


Blood Bank 


Editor. Bulletin: And so we are to 
have another black-out and air 


| alert which suggests that there are 


grounds for believing in the possi- 
bility of a real air raid over Edmon- 
ton. This possibility in my humble 
opinion is more than likely. 

I am concerned to know what 
would happen to many individuals 
who might be unfortunate enough 
to be caught in the havoe that air 
raids cause, especially those in 
need of immediate blood trans- 
fusions. It is no secret and I am 
prepared to voucn for the accuracy 
of the statement that in one large 
hospital in Edmonton practically 
no blood bank is held in reserve, 
which condition may be true in the 
other hospitals of the city. 

With an air-raid in progress, 
radio stations off tne air, what con- 
fusions there will be and what 


needless suffering because we have | 


no transfusions immediately. 

I submit it is an absolute neces- 
sity that immediate steps be taken 
to establish a loca! blood bank in 
case of an emergency of the above 
nature. 


5. GRIMWOOD. 


| 11034 107th street 


x 
W 


ee 


Housing and Schools 


Editor, Bulletin: 
Edmonton have a justifiable pride 


| in the recent rapid growth of Ed- 


monton. So great nas been this de- 


| velopment of Edmonton that there 
are some who predict that the city | 
of 


may become the “Pittsburgh” 
Western Canada, 

Many people were greatly shock- 
ed to read the statement given the 
press the other day by a certain 
United States official. He warned 
that unless “somebody concerned” 
go. “hot on the job” and solved 
the city’s housing problem the 
American projects in the north 
might have to be directed from 
some other place. 

Neither living space nor suitable 
office space can be found for the 
growing number of Amefican work- 
ers being brought to this city, Two 


branches of the United States arm- | 


ed forces and the North West Air- 
lines gre bidding against each other 
for the use of Government House, 


I am writing to you to suggest a> 


feasible plan for obtaining several 
well-ventilated 


The citizens of | 


second shift from 12:30 noon until 
4:30 in the afternoon. 

There are so many 
to the double-shift system that I} 
venture to state that once it was) 
started in Edmonton it would be- 
come so popular with both teachers | 
and pupils that its use would be} 
continued even after the war emer- | 
gency was over. Pupils and teach- 
ers would have the whole of the 
morning or the afternoon free, de- 
pending on the shift they attended, | 
to devote to war work or other ac- | 
tivities. Many high-schoo! pupils 
would thus be able to give half a 
day clerking, running messages or 
other useful jobs for business firms 
that are now hard pressed to find 
help. 


advantages | 


MARGARET CRANG. 
316 Empire Block, 


Se oh 
mM ™ om 
| 

| School Hours 


Editor, Bulletin: A so-called vote 
| was taken recently which was sup- 
posed to represent the opinion of 
|the parents as to which arrange- 
|}ment of hours for the opening and 
| closing ot the scaool periods morn- 
|ing and afternoon, would be most 
| suitable 
I know in many cases the pupils | 
;made the decision without refer. | 
| 
| 


}ence to the parents’ opinions, with 
the result that 75 per cent agreed to 
| Shorten the noon period by half- 
dour, Of course this will mean 
little to those living a few blocks 


from school with pavement and 
bicycles to make the distance 
| easier to cover. 

There are, however, many chil- 


dren who have miles to walk and 
jto whom this change would mean 
real hardship with no alternative 
but to take lunch to school. In the 
country schools provision is made 
for the pupils who take lunch and 
this period is supervised by some 
responsible person In the city no 
provision is made for the conven: 
jience or the pupil who takes lunch 
and ne supervision is provided. 

Added to this is the fact that the 

present sugar rationing makes it 
| difficult and nearly impossible to 
bake at home to any extent, which 
limits the supply of lunch material 
available and makes the lunches 
much more expensive than home 
meals as well as much less satisfy- 
ing and nutritious for growing 
children, 

I do not want my children forced 
to take cold lunches to school and 
sit in a dusty basement to eat when 

/a slight ré-arrangement of time} 
would make a not noon meal pos- 


| sible. I know many mothers must 
agree with me. If so, let your 
voices be heard to prevent injus- 


| tice being done io the many fami- | 
lies living in outlying districts or | 
| where the school boundaries have | 
been extended, | 
MRS. A THORNTON, 

7503 91 Street. 


an ae 
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Ww 


she 
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large well-heated, 

modern buildings that either the 
Americans or the City housing 
authorities could use to provide} 


office space and dormitories for 
living purposes. 
The City of Edmonton is fortu- 


nate in having a great number of 
large school buildings. 


The 


schools has dropped in the past two | 


years. A double-shift system could 
be instituted in our schools so that 
one building could accommodate 
iwo different sets oi pupils and two 
differen! sets of teachers. In this 
way half the number of schools 
could take twice the pupil load. This 


| would leave, if properly arranged 
| at least several schools free for the 


purpose of the war housing emerg- 
ency that now faces Edmonton, 
My father was a member of the 
Edmonton School board for many 
years and several times urged the 


| adoption of the double-shift system. 


This system nas been tried and 
adopted by some of the largest and 
most progressive schools in the 
United States. 

A suggested plan for operation 
of the double-shift system would be 
The first shift of pupils 


as follows 


and the teachers would attend 
school from 8:30 in the morning 
until 12:30 noon, for six days a 
week, including Saturday, The 


| Street Car System 

Editor, Bulletins Re Cumulative 
deterioration of Edmonton's street) 
railway: 

In the past six months Mr. Weir 
taken the liberty to criticize 
jour transportation system. One can 
readily see that this gentleman has 
a bad opinion of our system and 
|without having basic information 
on the ameliorations that could be 
put into effect, takes it out on all 
concerned } 

Have we not one of the finest) 
systems in Canada? With all types 
of transport vehicles, diesel, elec- | 
tric buses, street cars, We have a 
five cent fare which cannot be) 
compared in any city of our size) 
and population, 

Mr. Weir goes on to compare a} 
street car travelling at 30 miles 
per hour will carry twice as many 
passengers and yield twice the 
revenue then spoils it all by say- 
ing that at least 40 per cent of the 


| has 


time is spent in making stops 
which proves that Mr. Weir: has 
never had any actual contact in 


his remarks with people who know 


| lying 


| may 


| sary 


something about schedules and ef-, 


persuading the rest to learn 


French. 


In other words, Quebec believes | tongue, 
between Quebec and the rest of that all the rest of Canada should| pressive 


be bilingual except Quebec. 


to root out the 
French language. It is a beautiful 
useful, graceful and ex- 

A knowledge of the 
French language enriches the cul- 


No one wants 


SIDE GLANCES 


By Galbraith 


“You can’t fool me, Doc—I'll bet this big order of gro- 
ceries is just another one of your prescriptions for some 


hard luck family!” 


Hot Warning to a 


Won’t Stand For 
On Community 


Left 
FROM THE BROCKVILLE 
RECORDER AND TIMES 
A former resident of Mallory- 
town now living in Winnipeg has 
written to this newspaper in right- 
eous indignation because a man 
who writes so-called “geography 
lessons” for an Ottawa publication 
(the Ottawa Citizen) recently 
ferred to the “hill-billy country” 
between Brockville and 
Gananoque. He calls the produc- 
tion of the Ottawa man in which 
this reference occurs “a hodge- 
podge of drivel, snobbishness and 
insult” which, in his opinion and 
that of many others does,not war- 
rant the expenditure of precious 


| 


i so-called “hill-billys” happens to be , 
Libel and, 


He we believe, enlightened parts of the 


one of the most prosperous 
County of Leeds, Geologically it is 
characterized by frequent outcrop- 
pings of granite but this does not 


mean that the villages which lie 


| between Brockville and Gananoque 


re-| 


gasoline upon his extended travels | 


and he further suggests that “this 
fellow owes an apology not only to 
the Brockville Gananoque ‘hill - 
billys’ but to all patriots”, 

As far as gasoline is concerned, 
we are quite willing to leave the 
reputed wastefulness of the writer 
in question to the tender mercies 
of the Oil Controller, who has his 
own and most eftective way of 
dealing with people who abuse 
{heir preferred gasoline ratings. 
But in the matter of the people to 
whom he applies the epithet af 
“hill-billy’, we feel that we may 
have a special duty to perform 

The region innabited by these 


backward, ig- 
its farmers 
ministrations 


are inhabited by 
norant people or that 
require the constant 


of missionaries and _ travelling 
teachers. 
When we think of this “hill- 


billy” region, we think of Lyn, of 
Mallorytown, of Escott, Lansdowne 
and Rockport, villages which com- 
pare quite favorably in point of im- 
provements as well as in intelli- 
gence with those of similare size 
situated in other, parts of Eastern 
Ontario, They have their schools— 
and good ones they are. They have 
their long-established churches and 
their other institutions. 

There are fine, substantial 
buildings in these villages and if 
they do not possess the population 
that they once enjoyed, it is simply 
because the centralization of in- 
dustry in large centres has de- 
prived them of their life-blood 

The farmers in this area, too, 
have no reason to regard them- 
selves as inferior to other farmers. 
Certainly they do not warrant the 
reproach and the insult implied in 


‘the term, “hill-billy’. They, too, 
have their churches their schools, 
their community halls and other 


institutions. The people themselves 
are largely of Jrish and Scottish 
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' Quebec Realizes Necessity for New Education System 


tural capacity of anyone. 

But we are not going to allow 
Quebec to root out the English lan- 
guage, either. And in a country 
where the majority of the people 


| speak English, it seems to me that 


the first gesture of compromise 
should come from the minority. 

In short, all we ask of Quebec 
is that Quebee people be truly bi- 
lingual and not isolate themselves 
| from the rest of Canada behind the 
| barriers of Babel. 


Isolationism 

This is Quebec’s chief educa- 
|tional problem—the task of equip- 
ping French-Canadians for favor- 
able contracts with their fellow 
| Canadians. 


problem of preventing the isola- 
tion of commffnities in any part of 
the country. 

The chief thing to be accom- 
plished in Canada is that we all 
should think alike in a basic and 
fundamental way. We may differ, 
indeed, we should differ in a great 
many deta But we must all hold 
the same ideals of Canadianism, 
the same general notion as to the 
purpose and destination of our 
{social and economic progress. In 
| brief, we must all travel along the 
| same general direction. 

This has not been true of Quebec. 
Her educational system has kept 
her out of step. In some respects 
her thinking is of a type three hun- 
dred years old. 


This makes for isolationism. It 
|makes for disunity. It makes for 
| national stagnation. In a war, it 


make for defeat. 

| Isolation is the curse of Quebec. 
Only a broadened and liberalized 
|educational system can end that 
isolation. 


Writer 


stock which has not deteriorated 
since their ancestors carved their 
clearances from the forest primeval 
more than a cen-ury ago. 

Intermingled with these are the 
descendants of United Empire 
Loyalists who settled in nearby 
districts at an even earlier date, 
The Mallorytown and the Lans- 
downe districts are remarkable for 
the number of large barns which 
are to be seen on many of the 
farms. These’* bespeak fruitful 
acres, pastures, luige herds 
of the finest dairy cattle 

From these farms, moreover, 
there has gone a steady stream of 
men and women who have made 
names for themselves in the pro- 
fessions and in business—teachers, 
clergymen, judges, physicians and 
so on 

No, these 
billys” or 
“hill-billys”. 


not “hill- 
resembling 
But some of them 
know how to use their fists, and 
our advice to the travelling re- 
porter who has set himself up as 
an authority upon Canadian geog- 
raphy and insultea the people of 
Front of Yonge, Front of Escott 
and Front of Leeds and Lansdowne 
i» so doing is to keep as far away 
from them as possible lest they do 
him personal harm. 

There have been tar-and-feather 
parties+in this “hill-billy” region 
in the past; there may be another 
if the wandering reporter ven- 
tures that way again and the ,peo- 
ple whom he has insulted become 
aware of his presence. 


people are 
anything 


Britain’s Lend-Lease to US. 


Arrangement Works Both 
Ways; 
From U.K. 


FROM THE BRITISH 
TION SERVICL, NEW YORK 
Lend: lease two-way street. 

The recent conclusion of reciprocal 

aid agreements between the United 

States and Greal Britain, Aus- 

tralia, New Zealand and Fighting 

France indicates that. 


INFORMA- 


is a 


Here are some of the goods and 
services Britain is supplying to the 
United States under recriprocal 
lend-lease. 

British corvettes some officered 
and manned by British crews and 
some handed over to American 
crews, are engaged in anti-sub- 
marine work in American 
and in the Caribbean under United 
States Naval Command. The Ad- 
miralty has also assigned British 
destroyers and trawlers for duty in 
United States waters. They are 
officered and manned by men of 
the Royal Navy, but are under 
American command 

British ships are being used to 


Heavy Flow! 


waters , 


| craft 


Units of the R.C.A.F, Coastal 
Command are participating in anti- 


submarine work in American 
waters, 

Repairs for damaged American 
warships and merchant ships are 
undertaken in United Kingdom 


ports ang British ports in all parts 


of the world. Ships’ stores, dock- 
ing facilities, fue: water, harbor 
and dock labor expenses are also 


provided for the Americans. 

Spitfires have been handed oyer 
to the United States Army Air 
Force, R.A.F. aid is given in train- 
ing American flyers to fly British 
planes and to fly under the special 
conditions of European air war- 
fare. 

Many R.A.F. airdromes have 
been turned over to the United 
States forces. Maierial and build- 
ing labor for American airdromes 
in Britain are supplied by the 
British. 

Gssoline for United States ferry 
planes is provided by Britain at 
jungle and desert airdromes. 

Barrage balloons have been sent 
trom Britain to the United States 
Wes! Coast, and British anti-air- 
guns to the East Coast of 
the United States 

Specifications ot British mili- 


tary inventions, and a quantity of 
other technical information have 
been mede available for American 
use 

The equipment and tools of a 
complete anti-aircraft gun barrel 
factory, and also for a shell factory 
were sent from England for 
ting up in the United States. 
The complete output of a num- 
ber of British oranance factories 
has been assigned to American 
forces 

Spare parts are supplied for 
United States Army motor vehicles, 

British twenty-five-pound guns 
with ammunition have been sup- 
plied to the United States Army, 


, 
sete 


Britain has opuilt the canton- 
ments, bases, headquarters and 
storage facilities for American 


forces. This task has engaged 250- 
000 men, including 28,000 building 
workers who had to be deferred 
from the draft in July to speed up 
the work 

A depot coveriug 600 acres, with 
1,500,000 square feet of floor space, 
has been turned over to American 
forces, complete with its operating 
staff of 5,000 British personnel. 
Two other big renair depots are 
now being built by Britain dnd 
are nearly compieted, 


transport American troops, and 
British convoy pretection is sup- | — 
plied for United States troop ships, | 


ee 
ficiency. It is possible that defici- 
encies have shown occasionally but 
Mr. Weir rest assured that 
they are corrected quite regularly. 

As for the maragement, they are 
mostly men who have worked 
their way from the bottom up and 


}/know our transportation problems 


thoroughly and remedy each situa- 
tion as the need arises, 


Is Mr. Ferrier not making neces- 
moves in regard to “stagger- 


ing” hours with employers through- 
out the city to help remedy the 
rush hour crowds” 

Criticism is appreciated by most 
people who wish fo do better but 
not in the way Mr. Weir words his 
criticism, though some parts were 
good—in regard to transfers 

I hope Mr. Weir will see 
winter months roll by like 
others did with no ill effects 
the spring, and everybody 
have got there much sooner 
the previous winter, 

J. L 


the 
all 
in 
will 
than 


Payment, 
12210 88 st 
In the middle 

tour, two women 

chat 
“And what's your husband doing 
now?” asked the first, presently. 
“Just sitting round and telling 
everybody what Hitler will do 
nex'.” was the reply 

“Then he’s a bit of a prophet?” 
“Not much! Su far as I'm con- 

cerned, he’s a dead loss!” 


Ay oe 
their shopping 
stopped for a 


vf 


' 


NEW CONSTRUCTION 
REGULATIONS 


The maximum cost 


of construction, 


alterations, repairs, 


or the installation of equipment or machinery which may 
be undertaken without a licence has now been reduced 


as follows:- 


Project 


Dwellings of all kinds 


Theatres 
and 


Stores, 


Hotels other 


Manufacturing Plants 


* Equipment 
only 


In 


Schools, 
similar 
(including all equipment therein) . 


Manufacturing 


New 
limit 


Former 
limit 


500 $5,000 


Churches, 
structures 


500 5,000 


500 5,000 


Plants 


2,500 5,000 


(For further details see Controller of Construction 


Order No 


C. BLAKE 


13.) 


JACKSON, 
Controller of Construction, 


DEPARTMENT OF MUNITIONS AND SUPPLY 


Honourable C, D, Howe, Minister 


It is a vital part of the general 


PAGE FIVE 


Ham and Eggs 
@ - Being Canned 
For Army Use 


PITTSBURGH, Pa. Oct. 14. 
The boys in the miltary service 
heed not be without their accus- 
tomed ham and eggs, regafdless 
of where their duties may take 
them, for H. J. Heinz Company 
and other food concerns are can- 
ning this typical American break- 
fast dish in the form of army ra- 
tions. | 
This canned product is one with 

which the housewife has never had! 
ac-| 


an opportunity to become 
quainted. | 
Long before the war began,| 


Army Quartermaster Corps experts! 
at the Chicago Quartermaster De- 
pot Subsistence Research Labora- 
tory were experimenting in the 
preparation of canned rations that 
would furnish the armed forces} 
with balanced diets, regardless of 
where they might be. Flavor, as) 
well as nutritive velues, was con- 
sidered, and one of the ambitions! 


in 
CO-OPERATION 

Since the outbreak of war, 
in the Heinz experimental kitchens 


protein 


chefs 


Buying ts Light 
In Chicago Grain 


and the company’s food scientists! 
and technologists hive worked dili- 


gently with representatives of the 
Quartermaster Corps to’ devise a} CH2CAGO, Oct. 14—(AP)—Corn prices 
formula for a ration of this kind. | rose about a cent a bushel. and wheat) 
Other food companies engaged in | almost that much at times today as 
similar efforts. Eventually, a pro-| the krain market tried to extend its 
duct known as chopped ham and | recovery following last week's broad 
eggs was found sztisfactory and | decline. However, buying was not on 
within a short time cans will be} a4 large le. 
rolling from the filling rigs of many | Wheat sed 14-44 cent lower; oats 
commercial kitchens. Ya-14 up; Tye Yel-14 lower. 
CLOSE— 
NEW IDEA Wheat: Dec., 1.2413; May, 1.2634-58; 
Ham and eggs were never ,can- ¢., 487%; May, 5114 
ned before. The canning of this | Dec., 66'2; May, 7239; July, 74 
popular dish is another example ——_——__V —_-—_— 
of the ability of the Army Quarter- ‘ $ ; 
master Corps and the eR in- | Curtail Pennies 
dustry to meet the requirements|, WASHINGTON, Oct. 14—(AP)— 
of globol warfare. Veterans of | The United States treasury an 
World War I recall the hard-tack, | nounced yesterday a 50 per cent 
bully beef and stew of their days! cut in production of pennies, to 
on the battlefield, but the Army,| about 60,000,000 a month to save 
with the co-operation of the food | copper, and appealed to the public. 
industry, is giving the new war-| especially children, to stop saving 
riors a more appetizing, more | pennies. 


nutritive and a more varied diet |-—— 


than was available a quarter °* Jauant Company is producing large 
a century ago quantities of this product, as well 
It has become known, that the! as other food rations. 


INVESTMENT 
SECURITIES 


NESBITT, THOMSON 


& COMPANY, LIMITED 
36 Canada Life Building, Calgary 


Branches in the principal cities of Canada 


GOTA BIC 
SURPRISE 
For you! 


NEW! 


Fiery furnaces, streams of white-hot metal and the roar- 
ing activity of one of Canada’s largest steel foundries in- 
trigued Maj.-Gen. Jean Knox, director and controller-gen- 
eral of the Auxiliary Territorial Services when she visited 
the geat Ford of Canada war plant at Windsor. 
of the dietetic experts was to can! know the secret of Ford production methods, General 
an egg product that would be hit} Knox listens intently, above, as Peter Blackwood, foundry 
| superintendent, explains how fighting machines are built. 
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Woman General at War Plant 


Keen to 


Travellers Talk 


TODAY’S Range in Grain Prices 


” MARKETS 


New Regulations 


Transportation is vital to the com- 
mercial traveller and this important 
matter was fully discussed at a 
meeting of the national committee 
of Canadian commercial travellers 
held in Toronto last week. The 
meeting fully recognized that the 
new gas regulations were designed 
not only to further conserve gas | 
and rubber, but to remove the dis- | 
crimination that now exists against ! 
commercial travellers, whose very 
living depends on road transporta- 
tion. 

The new regulations provide that 
any motorist who has already been 
reduced from a higher category 
such as “B” or “D” will not be fur- 
ther affected. Since thousands of 
commercial travellers were reduced 
from higher categories to “A”, it is 
expected that they will be left as 
they are. The new “A” category is | 
not intended to penalize the trav 
ler to whom transportation is vital | 
but only the man who drives for | 
pleasure. 7 

If commercial travellers find they 
have been further reduced to the 
new “AA” category, they are ad- 
vised to get in touch with their 
regional oil controller and have , 
their original application reviewed. 


PALS S| peeked 


Livestock 


EDMONTON, Oct. 14—Total 
Cattle 359. calves 90, hhogs 319, 
257 

Trading is active on the cattle mar- 
kt this morning n prices steady on 


receipts 
sheep 


all classes. Choice fed calves topping | 
$11, choice light steers up to $10, good | 
light flehy cows $7.50 to $8. Salesmen | 


are expected to make a good clean-up | 


of all offerings Vea! calves steady, j 
good to choice handy weight $11 to; 
$12. { 
CATTLE— 
11.00 


Good-choice fed calves $10.50 to 
Good-choice Steefs 9.50 to 10.00 
Fair to medium steers 8.50 to 9.00} 
Steers, common to fair. 6.50 to 8.50 | 
Good to choice heifers to 9.50 
Fair to mediu m to 8.50) 
Common to fair to 8.00 | 
Good-choice light cows to 8.00 
Good-choice hvy. cows. to 7 00 | 
Fair-medium to 6.50 | 
Common to falr to 5.50, 
Canners and cutters to 5.00! 
Good bulls to 8.00 
STOCKERS— 
Good to choice steers 7.00 to 9.00 
Plain kinds . +. 800 down 
Cows se oe e+ «©6000 down 
VEAL CALVES— 

Good-choice ee +» 11.00 to 12.00 
Others 1050 down! 
Hogs steady, basic for shipment $15'2: 


live weight on the stockyards | 
Sf to $10.25, dressed firmer $11 to 
$12.50 according to weight and qual- 
ity, plants basic $15.10. 

Lambs steady, good to choice handy 
weights $9.50 to $10, top of cars $10.25, 
yearlings $6 down and ewes $4.50 down 

Attention Farmers; The Edmonton 
fall show ald sale of swine, sheep 
and Shorthorn cattle under the 
auspices of the Edmonton Exhibi- 

tion Association, will be held Oct, 

14 to 16. Keep this sale in mind. 

AT ST, PAUL 

SOUTH, ST. PAUL, Oct. 14—Cattle, 
4,800. Choice to prime 1,036 lb. yearl 
ings $16'2, good and choice steers $l4)o- 
good alld choice feeder steers 


$1342. 
Calves, 2,000. Good and choice $12- 
$14. 
Hogs, 7,500. Market not established. | 


Sheep, 8,000. Good and chooice na- | 
ties $13%, 


AT TORONTO 


TORONTO, Oct. 14—(CP)—Receipts: 
Cattle 600, calves 260, hogs 780, sheep | 
and jambs 900. | 

Weighty steers $10-$10.60, butcher | 
Steers and heifers $81 5-$1014, butcher | 
COWs $554-$8! 2, 

Choice veal calves $15-$15'2 

Good ewe and wether lambs $12%4, | 
sheep $4-$9. 

Hogs $16.36 dressed. weight, sows $13 | 
dressed, 

AT CALGARY | 

CALGARY, Oct. 14—(CP)—Cattle 


O04, calves 34, hogs 160, no sheep 


Good to choice butcher steers $9!2- 
$10, medium $9.90-$9!4, good to choice} 
heifers $9-$9%4, common to medium | 
$7'2-$8'2, good cows $734-$8'2, com- | 
mon to medium $6-$742, canners and 
cutters $4-$5'2, good to choice veal | 
calves $10!2-$11, common to medium | 
$6'2-$10, good stocker and feeder steers 


common to medium $742-$8'2 
$15.10-$15.20 for B 1 
sows $1014-$10's 


$11-$12'2 dressed 


$9-$9%4, 
Hogs yesterday 
at yards an dplants, 
light weight at yards, 
wight at yards 
Good lambs $10'% 


AT CHICAGO 


CHICAGO, Oct. 14—(AP)—Hogs f0,- | 
900. Good and choice 200-300 Ibs 
weight $15.10-20 e 

Sheep, 5,500. Good and choice $15%4- 
$14 | 

Cattle, 11,000, calves 800. Choice fed 
steers aNd yearlings $17, best 1,040 Ib 


yearlings $163, 


Best heifers $15.85, vealers $15'2 


AT WINNIPEG 
WINNIPEG, Oct 14—(CP)—Cattle, 
Steers, choice $1014-$10',, good 
-$10, medium $844-$914, common 
$7 '2-$8'2; heifers, choice $994-$10, g00d 
$9'4-$9'5, mediugi $8'2-$8, common 
$7'2-$8; fed calves, choice $10%4-$11, 
good $10-$1014, medium $9-$912; cows 
good $7'4-$8, medium $6! 7; bulls 
B00d $8-$894, common $7-$744; stocker 
and feeder steeM™, good $9-$9%, 

Calves, 400. Good and choice 
$12-$13'2, common and medium 
$li's . 

Hogs, 800. Grade B ! dressed $15.35 | 

Sheep, 530, Good lambe §$!1'2, i 


veal 
$6'a- 
$6'a- | 


WINNIPEG GRAIN MARKETS 


By James Richardson & Sons 


Octcber 14, 1942 
| Prev Season's 
Toronto Stocks WHEAT— Open Hish Low Close Close High Low 
Oct 90a 9a § ) 
TORONTO, Oct. 14.—(CP)—The stock! ene. 90% 90% 90! 90!,a 90%a 9114 90 
} market turned strong in late action ! OATS— 
today and both mining groups and the | Oct 4i'n 46\,a 46) 2a A's Silla 45 
industrials closed with moderate index Dec. . 45% 45's 45's 45'ab 48 45‘, 
gains Western oils continued steady May 4576 54 #945 45545 4814 55ea 
in dull trading. Volume for the day) pag iEy— ? 
was about 125,000 shares. The higher-| “Gy } 605; 603, 6 6O'bb 6014b 6435 $7 
price golds all improved their price Dec 60} 60', 60! 60! 60'gb 617 60!» 
position, May 603 6034b 6034,a 62 6034 
By James Richardson & Sons RYE— 
Open Close 0 eee 565_, 68s Giga SSTab 561 66%. 
Sale Sale Dec 5 57 17 563,a S6 e 567%, «6344 
Aunor eeee. 08 B2b 85d May i , 591, 591, 581, 4 59'5 6454 
Beattie Gold o. 68 51 52 iz 
Bralorne bese 475 4.75 CHIC AGO GRAIN MARKETS 
r B. 26 28 
Huttale rei te io 1.10 By James Richardson & Sons 
Can. Malartic 22b 23b October 14, 1942 
Central Patricia Alb 46 a tepaae 
Chesterfield Larder 49b 44 WHEAT— Open High Low Close High Low 
Dome Mines 11.50 12.50 Dee ; TOT WLLL eR: 12454 125 A L 12 18 118% 
Fst Malartic 83b 87 May ..0 see bee cee vee eee 12744 12744 be «1265, ! 
God's Lake Mines 12b 13 TU cc slcsd 600 ee. 040) ove. vow NEO 1B0}% 127 ‘ 
| Gunnar Gold 8b 09d CORN— . 
Hardrock Gold 2ib 30 WER avec ved. bese esa den veh Ole > OLS BOib BOM. POURS BRIE y Tea 
Hollinger Gold 595 6.40 MAY ccs sss sss soe sed bee vey BBN) 88% B6%h 8896 8534 90, BAB 
Hud. Bay M. & Smelt. 24.25 24.50 Wve teitd: shined pécb ees tea, GOt%e (OO 811, 87%, «86342, 
Kirkland Lake Gold.. 4b 35 ATS— : 
Kerr Addison . 40 BRO 3.25 es Ades Mick PRAXAIR TELL ek Kes. d | ee 4 4852 48! 48° 53) eo 
Lake Shore Mines 6.55b 6.95 I PUNT TER APE) Vee See) OL SL 55 le 
Little Long Lac sé 50b 50b 7 =p A : 
McKenzie Red Lake .. 4b 48 seu Hob 450 bab 556 460088 6755 677%, 6614 6642 661 
McIntyre Pore 33.005 34.50 D OTN GET Att ee Claes Tee om , a3 fe ase 
Macassa Mines Th eat) 1.50 Oa ueseaat hiset Varviei () NO Te Stab 805 74 
McLeod Cockshutt .. 26b 90° | 
Malartic Goldfield 1.10 115 é 
Moneta Pore Ser 23 23 | 
aybob Gold Yee i) O3'2b 07 | @d rices 
Noranaa Mines see 42.00 7 42.25 MARKET 
O'Brien Gold err) 7b 39 MO Vv EMENTS 
Paymaster Cons .. .. 2b 13% Are Unchan e 
Perron Gold err) 48b 45 | | 
Bickle Grow. ¥ a Pf Se eer rae YINNIPEG, Oct. 14—(CP)—Mills 
Pickle Crow Gold ... 1.10 1.10 Stocks— bil! } Nat veka ltaved pureha: eaeH AIH BRDEE 
Premier Gold rT K 3 » York: Downhill. made sca Stastten: ie | 
Brakion: East Gold fan 1 ra At New York: I ir cember position on Winnipeg grain ex~- 
San “Antonio G sid bei le 1.40 At Montreal: Leaders v ts) | change today. The October future re- 
Sherritt Carden, nl 62b 68 At Toronto: Mines gain. mained unc! hanged at 90 cents a bushel | 
Siscoe Gold ., ... e+ 28 2842 Wheat— and December '@ lower at 90'2. 
Sladen Malartic Tr} 16b 16 At Winnipeg: Unchange d, Canadian wheat sales to the United 
| Steeprock a lace 1.20 1.19 (Oct.). Kingdom were reported to have been 
Sullivan Cons. Bib A0b closing av ay % lower made as well as small sales of wheat to 
Teck Hughes Gold 1.30 1.30 At Chicago: “4 to 4 , Portugal. An estimated 500,000 bushels | 
Ivanite Gold ia’ 1.15 closing at 1.24% (Dec.). | was sold 
Uchi Gold, +e O68 03 In the cash wheat market there was 
Upper Canada Perey 46 + ar ; fair trade in No. 1 Northern and busi- | 
Ventures Ltd. 3.15 ness ijn No. 2 Northern was reported 
Ve Meeacint 365 Grain Inspections yee ee ale were 
Wright Hargreaves 1.90 Edmonton cars inspected Tuesday, | about unchanged. 
Alde emac + tee 0614 Oct. 13: Malters and shippers made moder 
Bankie id sey, eee 0214 Wheat— Straight Tough Total | purchases of bat ey in the cos 1 
{ Base Metals LS rt; VB I NOH i ote. ia0 7 “ pit, terminals, mills and shippers pur- 
Bidgood y oot 8 1 LOR O5r4b 0514 | NOM Diers cst.s 1 : Chased fair quantities of oats and rye 
fade Gold el 1 NO. 3 vse vee eee ! trade generally was on a local basis | 
Chr hee ys +3 Sk ° 43 -_ > with prices mostly unchanged 
Gontarun: BERNER 6s rt its Total eee 9 9 Country marketings at Winnipeg yes- 
20 54 458 42 ‘ terday totalled 4,008,000 bushels as 
Cochenour ... w+ A2b 48 Oats— yang 349 
Nat ee : My 7 a ry 2 against 1,649,000 bushe sa pat ago 
saa 5 * ts ah NE: 5 by a a T G inspections at W innipes yester- 
Secs 4k ; Ae eae jay amounted to 177 cars. 
Falconbridge 2.45b 2.50 Ex 1 feed. i se 
Francoeur ASva 13% No, 1 feed.. 5 WINNIPEG CASH CLOSE 
oral 06125 0658 | No, 2 feed... . 2 By James Richardson & Song 
owey + 008 12b 13 a Pr P *1c ley— ‘los 
Lamaque 2.80b =. 2.80 Total 15 15 Wheat— Close Barley ; CIChe 
Leitch Gold ve 4 A2 Barley— W.6R 644 
Madsen Red Lake .. .35b 35 3 CW. 6 row 2 C.W. 6 R 64% 
Mining Corp. s% B5b 88 No. Sead iac ait 1 ; W.2R 6415 
rs ree O72b ©0734 No. 2 feed... oe 3 os W.2R 64% 
3b 03b - _- -_ Ww. 6 R 50 
: ine 9ib Total : 6 | feed 56'2 
406 14 Fi 2 feed a4, 
: 22) 22) RPA 5 3 feed 5414 
Sait 9b = .o7b | No.1 0.W a Track 5814 
Pamour ARTS 20b 31b | Mixed Grains— 
Pend Orielle .. .. .. 1.02b 1.05 No. 3 C.W 1 1 
Po Rouyn .35b 35b 4 F 
Reno Gold Oi\4b 071,| Grand total 95 1 9% 
UNLISTED 
i el pu anes! Alberta Oils 
Amalg sirklan 03! 04} ~ 1 
Avent : Oe 44) CALGARY, Oct. 14—(CP)—Amalga- 
Barber Larder O14 wi, | mated was the only stock traded on 
Central Manitoba O14 (02% | Calgary stock exchange today, closing 
Magnet Cons, 17 at 16 cents for a gain of '2 cent. Trans- WINNIPEG PRIVILEGES 
Martin Bird 02 fers 2,650 shares. By James Richardson & Sons 
Nat. Malartic .. .. «. 10 By James Richardson & Sons Ghitee Bids Offers 
Mosher ee 0419 Prev / 46152 
Oklend 02 Open Close Close Oct cite 
Props seae 0 2.90 Adiniral tee 04a 04a 04a Dec tonne rye nae 
Quebec Man wot 24 Anglo-Can..+ ++ ‘ 35b 36b Oct @ see oF ori au y 
Springer Sturgeon 10 Anaconda .. + 2b .02b Dec. ! Bia | A 
Thomp. Lundinark 07 Brown O4eb 04'eb May barley 77 2b 
Young Dav d Brit. Dom. «+ «+ A9'eb .19b ——————_V——_—_— 
f Calmont .e 2b 124g 
Montreal & Toronto [mm i i i4”| Edmonton Grain 
a AI 0 “4 cP N | Commonweath 19b 19b .20b By Gillespie Grain Co. 
MONTRPAL, ct —( )—News/ C. and E. : 4b 4b 7b , a Close 
prints and utilities and leaders in other} Dalhousie 16b 6b 6b | Wheat— Close Barley F ‘y 
groups were easier today on the stock! Davies Pet... 08b 08b 12a 1 hard 60 1 C.W. ‘ aus 
exchange and curb mark Oils had} Foothills 64b .64b 655 1 Nor % 2C.W.. ett! 
an upswing. Dominion Stores went to| Highwood Sar, . 06'sb .06'4b 10a 2 Nor. 82 3 C.W. 43% 
}a new high in miscellaneous and Dis-| Home Oil 220b 2.20b  2.20b 3 Nor 48% 1 teed 40'2 
tillers-Seagrams and Ogilvie were also| Leth Pp .. 0O%b = 00'4b-— UO 4ab Paice “ 2 feed 39 
ahead McD Ex. +» 3b 03b 03b No 6 44%) 3 feed 3714 
By James Richardson & Sons Mercury... «+ oe 0334b 03%b .0354b Feed ? 
Open Close | Okalta i ree Eee eae) Gar 1C.W 3344 
| Assoc. Brew 14.00b 14.00 Royal Can, . 03b 03b 03b Gar 2C.W 3154 
Beil Telephone 131.00 131.00 | Royalite » 17,.00b  17.00b 17.00b Gar 3CW LW... 301% 
Brazilian 11.87 11.75 Sunset 06'2b  .06'2b  .06'2b | Rye— é oat 311 
Br. American Oil 1625 1650 |Turner Valley. 27a 27a 27a 20. gerd c00e Cet 
B. C. Power A 20,.00b 20.00b | United 4b 03b | 3C.W. a feed oo n4 
ulding Prod 11,75b Vulcan 13b 3b 4 Cw, 2 feed 2614 
& Found — 6.00b | ee) | Ergot . 25 3 feed 24%, 
Rly 6.50b These afte Edmonton street prices on 
Cocks shutt Plow .. «-. 7.000 Vancouver Mines grain Prices at al! Outside points are 
Cons. Smelters ite ai | By James Richardson & Sons adjustable {rom point of shipment 
Cons. Ga: : 3.50b Mines Bid Vv— caine 
Q } § Asked 
| Dom. Bridge.. 20.00b Siiepbe i 
| Dom: Stores. 6.00 Bralorne Mines iss S00"! Dow Jones Averages 
Dom. Textile. e+. 69.00b 69 Cariboo Gold .. «+ + ' 68 | industrials— 
Ford. of Can 000 ¢ 19.87 20.00 Grandview eo eee 1043 m ade 114.62 dn .39 
Hiram Walker .-- +--+ 45:37b 46.00 Hedley Mascot.... «. « 20 i‘ a 54) iy 114.26 15 
Imperial! Oil ese 9.87 9.75 Island Mountain .. 15 Noo APY ON 11 yt, 
Imperial Tob. «++ ++. 9.87 9.87 Kootenay Belle .. - | rata acemei susie tee eae 
Int. Nickel ... e+e «++ 33.50 87.75 Minto Gold ae pe 003 Closed +++ +++ 
Int. Pete ..- «+e . 14.75b 15.00 Nicola Mining,, .. 01 Ralls— 
Loblaw A re 19.75 19.50 | Pacific Nickel .. s+ « po tedpits 
Massey Harris 3.75b 3 Pend Oreille ry AAT UE TESS TRAE S 
Mont. Lt. Ht. & Pow. 21.00 1 Pioneer Gold .. .. iP Ms ise sae 
McColl Front 3.75b 3 Premier Gold .. 34 i Aosed iis 
Nat Brew 22.50 | Privateer 25 UW Leta 13.68 dn’ .03 
Nat Stee! Car 30.006 Reeves Macdonald 1] A,Ms ye soe ose 3 as'dn_ 00 
, 1 85.00b ey), Noon coe eof coe 13.62 dn O 
Page Hershey Tube A | Reno Gold - m 13,66 dn .05 
Power Corp : 4.75 Sheep Creek Clk 2 SARS 13.64 dn .07 
Quebec Power eee 12.25b Whitewater 03 losed ie 
Shawinigan stot as wap Vv L as ee 
Stee! of Canada oe oc 
Aluminum cote GON Dominion Bonds | a roduce 
Bathurate, ose reno. Pek | DOMINION OF CANADA hore Bh lat Pe... 3, 30! 
ons a - pt | , 3 : No. 2, Sha; 2 3, 
Cons, BAe iss. Aen | Stocks Shah cApsed |. PO 2 Pes ie ee ee ee 
Can Cement yee 3 per cent. Victory, 1063 994% 100% 7 ADMQNTON vad MAREES. i 
iC Celenese 2 |« es 24 Jountry shippers to whol lers: 
aan sentir , 32.00b 5 per cent, 1948 108% 104% large, 39-40; medium, 38-39; pullets, 
| Can. Invest Fund 3.35 4'3 per cent., 1946 107 109 | 32-34; B, 29-34; C, 23-26 
| Gan. Steamship Pid 29.23 31) per cent, 1944-49 101% 10349 | Wholesalers to retailers: A large, 46-| 
Cons. Paper 2.00 4 per cent., 1947-52 10144 10634} 48; medium, 45-46; pullets, 39-41; B 
Dom. Tar & Chem 4.00b 314 per cent 1948-52 101 103 30-32; C, 38-42 
Dom Steel & Coal pd H per ont, 1980-06 9814 senate EDMONTON CREAM PRICES 
st Secgrams a” per cent., -5i 98! 8 4 ’ 3 
hab Farmer 17.75b 4'2 per cent., 1949-59 1093, Prices tor cream delivered to Ed 
Frazer CO 10.25 3% per cent., 1966 . 93% joo '| butter tat, 32; No 1, 30; No 2, 26: off- 
Genesteel Wares Aad 3 per cent, Perpetual 9275 95 grade, 21; (plus AG. par. bound agyerae 
time & Al. 2.75b " monton creamer Spe 
Gypsum Lim hr 5 19b DOMINION GUARANTEES ment bonus on butter fat) 
Hale aad 9.25 3 per cent., 194550 99 10034 ee a 
iheyes Woods M 17.00 4% Per cent. 1956 » 118% 12034 LONDON STOCKS 
sobert Mitchell 12.50b 5 per cent., 1954 116%, 119 LONDON, Oct. 14—(CP)—The stock 
pee Flour 19.00 6 per cent., 1949-69 121% 124 market finished with a firm tone to- 
| Price Bro : 130 PROVINCIAL BONDS day with industrials and tobaccos con- 
St. Lawrence Corp . Ontario 414, 1950 107% 10914 | tributing substantially to the perform- 
B/ Ono |N Brunswick, 442, 1961 109% 1124, | ance 
Stocks 119'00 | Nova Scotia, 4%2, 1952. 111% 113% Rayon and textile shares were lav- 
Commerce 138.00b | Quebec, 4% 1958 104% 107% | vred by buyers along with home rails 
Dominion.. «++ U 1.000 | Alberta. 5, 1943 +e 74 718 and some diamonds and coppers Store 
Imperial ee oy oet 10. 00 | Alberta, 5'2, 1947 .. «. Tite 80', | shares were a trifle easy and oils 
Montreal e ee i998 dai 20D Alberta, 6, 1947 co e+ 7643 811, | were inclined to irregularity. Rubber 
Nova Scotia eee vee cee & A: a Alberta, 5, 1955 so ee 674% 79'4 | shares were steady 
Roya! 120.8 | Alberta, 4%, 1956 «+ «+. 732 17" British funds maintained stability 
Toronto 205.00 | Alberta, 4, 1954.» .. 0 72% 771, |The main foreign section was quiet 
VV Alberta, 5, 1950 «4 +. «+. Aly 79's — | 
New ‘York stocks a ag Hee #2 ei ia LIV i OCK TRAP Ti 
2 . ITON . _Tot seipts 
NEW YORK, Oct. 14—(AP)—Stocks | Manitoba, 6. 1947 10614 1081" | PNONTy) PR Reger gy 4 
took a slow ride downhill today a5 4 | Manitoba, 414. 1956 103% 10615 | Aor. Tuese ay, | iC ay USS OG .GEVeA 
pause in buyng ‘apivities coincided Saskatchewan, 6, 1952 97" 100% | &2¢ ee pa ate "902 ‘ Ives 366, hogs 
path a further profil selling movement. | Saskatchewan, 4, 1954 8244 rae Sen HG: Pea) SREY OE. 
, eo . , trans- Sa . sheep 7 
Volume tapered on is eet ty ve ekatchewan, 5, 1959 90 93 Shipments on Oct. 10 aNd 11! One car 
actions for the five: Agur PUBLIC UTILITY SECURITIES calves, hogs and sheep, one car hogs 
ling about 600,000 shares 5 BC Power, 4%, 1960 9734 103% | and two cars cal ve to BC 
By James Richardson & Sons Calgary Power, 5, 1960 . 108% 112%, 
Stocks High Low Close|C.P.R, 5, 1944 106% 11014 | 
Am’ Tel & ‘Tel 28', 127% 128 | CPR. Ste 1961 95% 99% | Vichyite Dies 
* > 27 7 » atin f § 99) 3 A 
Anaconda Copper 273%, «27% vit | “on neal Rewer: ie att ay VICHY, Oct. 14. — (AP) — Jean 
as TE a 341, | Winnipeg El, A., 4, 1965 84% 881, | Dufour, 39, a high official of the 
Bethlehem Steel .-. — - 5B\2 CORPORATION SECURITIES ministry of information, died today 
Chrysler sere 60% rt Can. SS Lines, 1957 .. 101% 105% |0f a heart attack. He was editor 
Cons. Edison B% yore | Cons. Paper, 5%, 1961 58% 821, |of the newspaper Le Matin before | 
General Electric 204 29'2 1) Gt. L. Paper. 5. 1955 9014 95% | the war 
General Motors 41 'a 41's) Gyp L & A. 5%, 1948 101% 105% : Vv 
Goodyear Te ” ” tid Price Bros. 4, 1957 68% 731, | omer Y Speer 
ennecott Copper 31°68 | united G. 5. 1949 “ 7 
Monty Ward . = “Belew une” Be | eS Loan Quota 
New York Central . 12% 11% 11% | Can. Invest. Fund 335 TORONTO, Oct. 14--(CP) - 
Pennsylvania 1. 24% 24% 24% tf ta MOM ies RAY HTH A 
Radio’ Corp. ae ve IN Aaa mr aroyT John G. Parker, chairman o e| 
Republic Stee! . CLOSING AVERAGES | Toronto committee for Canada’s | 
Sears Roebuck By James Richardson & Sons | third Victory Loan, announced ye> 
Soc Vacuun % 9 Industrials 89.2! up 62 terday that the official objective | 
Standard Oil NJ Golds 52.24 up 1.00 or T t $198,000,000 
Texas Corpn - Base metals WF 6223 up s9/ Set for Toronto is 00, oF | 
US. Steel sre see ee 30% 49% 50) Wentern oils.. s+ ve ve ee 19:60 unchg about 25 per cent of the national 
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—~TELEPHONE 22181 


STORE HOURS: 9 A.M. to 6 P.M. 


GIRLS’ WEAR 


Se CHILDREN'S HEAVY SNOW 
Is it SUITS One-piece tvle . 
of hea woolle 

the Cor 

\s some 

a Sizes § 
Pe 


“CHUBBY” GIRLS’ 
Mothers wit 
fit should 
styles Spec 
stouter type ’ 
to have proper ting and 
roking ¢ In sizes 
Mostly fur trir 21 


"$12.95 ° $19. 50 


GIRLS' CHENILLE ROBES— 
Ankle length housecoats n pleat ir ) ie, gree 


lovely shades. Sizes 10 to and beige size 
years. $2. 95 years $3.95 


Each Per suit 
LINGERIE 


WOODS" SNUG- 
knee type 
waist band n 
wool mixture 
popular shades of fawn 
tearose bl ack 

eam in sizes small 
and lerge. Mail 
for five underw 


Each 


"$6.95 


SETS—Co¢ te 


to 


PIECE 
He 


half belt t t ¢ 


“HARVEY 
GIES—Over 
panties with 
sixty percent 


PYJAMAS — 


fancy 


FLANNELETTE 


the 


atripes 


and | 


Per suit 


GOOD FOUNDATIONS 


and can be fitted perfectly in 
fine quality 


figure 
corsets 


That will give grace to your 
a variety of models. Girdles, 


"$4.95 $5.95 


and corselettes, 


$6.95 


the Second 


Or Floor 


GIFTS FOR BOYS IN THE SERVICE © 


Steerhide Service MONEY BELTS Two 
vel K Air force blue with ter double pocke 


complete with waterproot " $1. 95 


and all around zipper 
Fact AND COW- 
ASES 


"$5.50 ** $7.50 ? 


GENUINE LEATHER WALLETS— rf . 
Crested jn gold, ample space fox . i 

t , ! Arn 
pictures, identification and i p 


Colors of service tan ai rests cod 
“$i. 25 * 


Genuine a ine 


fast- 


GENUINE MOROCCO 
HIDE WRITING € 
i d zipper 


ng tablet € 


fastening, 


blue and navy blue Pach, ny 50 
$1.25” $4. 50 on iy Main F 


“OUR BOYS” SECTION 


BOYS’ MACKINAW ZIPPER JUNIOR THREE PIECE 
WINDBREAKERS Fancy check SEMBLE SETS~Al! Woo 
All Woo! lined windbreakers with cloth, casha lined vat 
leathe 1 sh ers, cuffs and pu "28 

t ast pocket and A F R 


"$7.95 | $6. 78° °'§$8,45_ 


SILK SECTION 
54-INCH ENGLISH WOOL—AlIl pure 


piain wools, Tweeds and Novelty weaves 
fall shades. Yard 

24-INCH CHAMOIS—A heavy chamois for coat 
interlinings. Yard 


adjustable st 
green and blue 
Sizes 26 to 36 


sh 


1 Coating 


$2.25 
98c 


wool Engl 
in all the 


Good Values in the 


STAPLE SECTION 


TOWELS Thes 


BATH 
\ qualit 


85c 
DOWN COMFORTERS 


FEATHER 


‘$4. hs 


BLANKE TE T 


Blank of 


Full s 
GREY 
are an A 
quali 


WwooL 
WwW 

COTTON COMFORTERS—Here ty « 

an exceptional value in a well 

filled cotton comforter with flora 

covers with a good assortment 


colors to choose from. $2. 18 


Each 


“$5. 75 


Floor 


New Style Creations in 
READY-TO-WEAR 


AND WINTER FUR TRIMMED 
w1ONS—Be prepared for the Win- 
ways ahead by choosing a new tur 
rimmed coat now, We present at 
selection of boucles and wooller 
mostly darker shades, Richly fur t 
med large sma and nov 
iirrel ilver f 
20, 38 to 


FALI 


izes 14 to 


riced 


$25.00 ° $69.50 


UNTRIMMED FALL AND WINTER STYLES— 
I and viceable garments tal ed n 
qual impor and do t t 
plair weaves in new fall 
boxy, fitted or wrap styles 
wome Pricea from 


$19.50 ° $45. 00 


FROCK FASHIONS—Woodwa-d's 

you want in newly styled wool f 
fashion parade with one 
Tailored types, 

ce models, Wools 

t this season. New 


1 12 to ] 2 to 


WOOL 
anything 


20 ar 201 


$8.95 ° $19. 50 
GAY ATTRACTIVE recithanard 


NEW SWEATERS—A ¢ 1 selection of pul 
$5.95 


torso styles or twin sets. Sizes 14 to 20. 
seler 


$4. 95 


SKIRTS—Match a skirt and sweater outtit 
of campus pleated or ed styles 


Sizes 14 to 20. Priced from 


Sur 95 


e Se 


VISIT THE SPECIAL OVERSEAS 


PARCEL BOOTH 
On the 2nd Floor 


GROCETERIA VALUES 


L SHOPPING ONLY—ON SALE THURSDAY 
AND SATURDAY 


A CHOICE SELECTION BAKING 
OF FRUITS AND GOOD Blue Bibhon, 
THINGS FOR CAKES 3-lb. can Be 

AND PUDDING NEW HONEY, 


Australian Seedless Sultana 
Raisins or Currants. Cleaned 


We, ag a7 
lb 26c 


Cut Mixed Candied Peel 
Be 


Orange, Lemon and 
i» 43 


Citron, ‘2 Ib. L4e, 
25e 


Shelled Walnuts, !2 Ib 
lbs 
33¢ 
HEINZ 


Red Glace Cherries 
10c SOUP, 16 


Fancy b 28e, ! 
Shelled Cashews, 5-07 
57c Creamettes 
Burns’ Steal 


PERSON FRIDAY 


POWDER 
19c 


Se 


Tested Recipes on Labels 
for Cakes and Puddings 
PURITY FLOUR COOK 
742 Tested 

Recipes 


HOOK 


50c 


3°" 26¢ 
16c 
59c 


24c¢ 
2l1c 


Clams 
1&e¢ 
23c 


to Limit 


your 


and 
1f-ox nke 


and 


am Ese 


fri-oz 
ym Can 


California Natural 
Seedless 2 
Raisins, | |b. 17e 
Welch's Grape Juice 
Put Some in Cake, 
Pudd ngs, 4-07 
B0c, 32-07 bottle 
FOR GOOD BREAD Ontons 
and Better Buns, Cake Graham 3 
and Pastries. Try Wafers 
WOODWARD'S Ib Cre Noodles, 
FLOUR 24 69c Chicken Haddie 
COOKING OIL Atlar ‘ 
“Regal” Pure Cottonseed B ra Sats Tuna 
Economical for Frying, B. . Ped 
Shortening or Salad ke Tuna F 
R. ane “Clover Leaf” B.C, 
z. Gal! Chopped fo 
Chowde ( 
“NABOB" MOLASSES Wh 
Pure Barbados, o- Chowder, 16-0: au 
Clear, Sweet We Reserv the Right 
Mild vor Quantities 
Beon¢ 
Cake Flour Ma 
Weodward's, ! . 
“Maple Leaf 


28-02. Can 
my Can 


Orders 


Pp 


Paul Governali, Columbia’s 


completed 22 


z Another Luckman: ? 


1942 edition of Sid Luckman, 


of 28 passes in his first two games tor 411 


yards and nine touchdowns, 


Sports Editor of 


| bade another case of an ideg 


Preview and Review 


Of Sport 


By Hal Dean 


The 


Edmonton Bulletin 


1 backed by determination and 


plenty of work is the story behind Kingsway Park, one 


of the finest softball playing fields to be found anywhere in | 


Canada. 

The idea was Paul Soderberg’s 
and Paul, still general secretary- 
treasurer of the Edmonton and 
District Softball Association has 
seen a credit balance of $6.72 
transformed into an _ up-to-date 
and debt-free ball park with a 
seating capacity of 1,350. 

It was in 1939 that Soderberg, al- 
ways interested in good sport and 
having developed a special interest 
in softball decided that something 
could and would be doné to pre- 


vent injuries to those taking part 
in the game. He had seen one leg 
broken and had also witnessed 
many minor mishaps, some of 
which are almost bound to occur 
sooner or later where sufficient 


care is not taken to keep both in- 
field and outfield in proper play- 
ing condition 


STARTED IN 1940 

O, early in 1940 
™ about taking 
central location 
could be built which would not 
only provide the opportunity to 
play softball under pleasant condi- 
tions, but would at the same time 


Soderberg set 
steps to secure a 


where a_ plant 


do away almost entirely with the 
accident hazard. 
Having ascertained that the 


present ground could be secured 
from the city on reasonable 
rental terms, the Edmonton and 
District Softball Association was 
brought into being and the park 
scheme was launched. 


Ed Powers was the first president 


id Eddie Oldring, now in the Air 
Force and Ray Barson also took 
active parts. With some financial 
assistance from “smokers” 
ent funds were made available to 
get a start and work immediately 
began. Later on fence advertising, 


looked after personally by Soder- 
berg, provided the bulk of the 
money. Admission fees and dona- 


tions have accounted for the rest 


SUCCESSFUL SEASON 
H. D, Ainlay is president of the 


association this year. Also very 
active is A. J. Skitch,’ first presi- 
dent, and Bill Lawson, 2nd _ vice- 


president, has the additional chore 
ot providing the umpire staff. Also 
on the executive is Margaret Gray. 
assistant secretary and official 
scorer and Ralph Allen and Eddie 
Oldring 

During the season just ended 
no junior men’s or girls’ league 
operated in the city, but the 
senior divisions enjoyed a very 
successful year. Two provincial 
championships were won this sea- 
son by teams utilizing the park. 
A club picked by “Stew” Hart 
captured the men’s title and the 
Walk-Rites after winning Alberta 
honors went on to take the West- 
ern Canadian championship. 


The which 


execulive will take 


over next year will be able to start | 


the season with a clean sheet, for 
at the last meeting held just a few 
days ago the treasurer reported a 
tidy little balance with not a single 
account outstanding. 


Sports.... 
Roundup 


By HUGH FULLERTON, JR 

NEW YORK, Oct. 14 AP 
Fiver to think how hard a 
sports promoter has to work to get 
you to buy a ticket for his games” 
oie We never had thought much 
about it, either, until Al Sutphin, 
the big ink and ice man from Cleve- 
land, started telling the other night 
how he such crowds to watch 
his hockey club Things like 
like providing a winning team 
bringing In new men every 
and spending plenty of cash 
advertising are just the starters 


stop 


got 


season 


for 


I see to it that there's a hockey 
game every Saturday night, with no 
exceptions,” Sutphin explains, “The 
fans always know what to expect 
Our club spends $9,000 a year more 
on travel than the others 
those Saturdays I'll even move 
a circus out overnight for a game.” 
... Then there's the little matter of 
arranging special nights for clubs 
and industrial organizations, and 
after-dinner speaking Al is the 
orator, but he has a special promo 
tion staff to follow up his talks 
“There are about 150 clubs in Cleve- 
land and I've probably spoken be- 
fore all of them,” he says 


just to get 


Wilbur Wood The New York 
Sun's sports editor, has figured out 
that, if taxes remain at their present 
levels, Joe Louis would have to take 


down $2,170,000 in purses to save 
enough to pay his debts No 
wonder Joe is a bit confused about 


whether he has retired 


apant's guest star 
al report on the World Series 


by Sgt. Junior Spry, Fort 
Meade (MD.) Post: “The Cardinals 
won the 1942 World Series. If you 
don't know the rest of the story by 
now, you're not a baseball fan and 
wouldn't be interested anyway. If 
vem do know al! the thrilling details 
we won't make you read them over 
again. The Yankees lost 


George 


Bervice dep! 


When the nav) shipped Sam 


Pat Egan May 
Not be Permitted 
To Join Detroit 


TORONTO, Oct. 14.—(CP) 
couver reports say that Pat 
the former Brooklyn 
defenceman, may not be permitted 
to leave his Vancouver shipyards 
job to play hockey 
pained expression on Manager Jack 
Adams’ face if he finds that half of 

| Detroit Red Wings’ $26,000 purchase 
| from Brooklyn has vanished in thin 
| air Forward Harry Watson of 
| Saskatoon formed the other half of 
| the deal.) 

Significantly, Porky Levine, the 
former pro goalie who is expected 
to play for St. Regis Spitfires ama 
teur team in New Westminster 
the chances Egan will also be with 
Spitfires are “very good.” . 


Van 


says 


Egan himself hedges enthusiasti- 
cally Detroit is a great city and 
Jack Adams is a fine fellow. I hope 
to be able to go east but that’s up 
to the Selective Service Board.” 


V 
MacPhail Also 


Quits as Director 
BROOKLYN, Oct 14.—(AP) 


Brooklyn baseball club announced 
Tuesday that Lt.-Col. L. S, (Larry) 
MacPhail had added his resigna- 
tion as a member of the board of 


with- 
general 


directors to his previous 
drawal president and 
manager of the Dodgers 


as 


\ 
i Al ° 
To Pittsburgh 
BUFFALO, NY... Oct. 14 AP) 
Lorne Mercer and Chuck Shan- 
non defencemen, Tuesday were 


sold by Buffalo of the American 
Hockey League tc Pittsburgh of 
the same circuit for an unan- 


nounced sum 
FT 


Snead to San Diego, Calif., he could 
hardly wait to play on the Rancho 
Santa Fe golf course. He got his 
chance when another navy golfer 
Lou Jennings, challenged him. Sam 


shot a nifty 70, but Jennings came 
through with a 68, his best round 
, for the course, 


suffici- | 


Egan, | 
Americans 


Imagine the | 


‘TRIPLE TIE IN SCNIOR HI GRID LOOP 


| 


New Plans Made 
— For Basketball 
| In Saskatchewan 


REGINA, Oct 13.—(CP)—The 
Saskatchewan Amateur Basketball 
Association met in Moose Jaw over 
|the Thanksgiving week-end. Dele- 
Main busi- 
re-drafting of 


Moose Jaw and Regina 


ness on hand was a 


tion to fall in line with the consti- 
| tution of the dominion group, and 
}an election of officers to succeed 
some officials who left the 
province or joined armed 
forces 

President Jack Nesbitt of Saska- 
toon attended the meeting. Elected 
to office were two vice-presidents, 
Jean Shaw, Moose Jaw and Mrs 
W. McDonald, of Saskatoon 

The meeting decided to change 
its policies to coincide almost en- 


have 
the 


ganization, There also was lengthy 
discussion on military 
ments, and the handling of provin- 
cial playoffs. Henceforth the 
winning the provincial title, 
if it so desires, “borrow” 
registered players from 
| teams in the league, to compete in| 
|interprovincial play. However, for) 
provincial play, every team must 
carry on with its registered players. | 

Saskatchewan’ will henceforth, 
too, have a provincial referees asso- 
|ciation similar to the association 
|now operated by the Canadian 
! Amateur Basketball Association, 


may, 


With The 
Pin Busters 


———— 


| 

| 

] YANKANUCKS 10's 

| WwW L 
Quintuplets ; 8 1 

| Hottentots 6 3 

| Prowlers ) 4 

|} Orphans 5 4 

| Charm School 4 5 
Screwball: 3 6 
Strike Outs 3 6 

4 Md 


Non-Reimbursable 


bvelyr 


team ing 
le, Zulus, 2,423 
Ww L 
Audit 12 3 
Liquor Board eae 12 ; 
Trade and Industr . 1 4 
Agriculture 4 
Publi A” ) 5 
Att 9 4 
| Public V are 8 7 
| Mech. Branch & 7 
Debt Ad) 8 7 
| Income Tax 6 9 
iW. Cc. B 6 9 
Highway Traffic 5 10 
| Public Works "B” 4 1] 
| High single, L. Johnson, Att. Gen 
tri Ww Ha Public 
high team single 
€ team triple, Public 
| Works "4 2.573 2 
| 
INTRA AIRPORT 5's 
| 
| W I 
Aces ved) 6 
| Meteos 9 6 
Radio Renge 8 q 
|TCA-MTCA 7 8 
Avrad 7 8 
Forecaster " 9 
| Traffic ; 6 9 
| T.C.A. Operators 5 10 
High ng H. Tapp, Radio Ra 
295; high triple, H pp. Radio Rat 
| 720° high team e. Radio Range 
989 high team riple Radio Range 
| 2,604 
WHEAT AC. REDUCTION 5's 
| Ww L 
| Dillies ‘ 2 
| Bowling Broke Us bees 3 } 
Komets 4 : 
| Cracker Jacks i , 
Spitfires 3 3 
Terrors PY } 3 
Bomber 2 4 
Stenocrat 1 5 
), high 
high team 
"am triple 
W I 
Link Denta 13 
Post Spark: tenes 12 6 
Account Prrryy) 12 6 
Baricl “iccscscecectorasereces fe 10 
Sr. NCO | 
Pay ee ervoererces 7 
C.I.U.'s ij 2 
Equipment 6 2 


Patties 3 ! 
Shortbr j 3 
Macat ° ; 
Choe. Dicyp ose i 
Jam Tart 
Brand bs) De oecceee 3 
Chinese Chews ; 
Dad's Cookies . 1 
Rolls seececerecces 2 2 
Hard Tacks e oe 4 
Cream Puffs 


Tea Cake eee eee j 
Pancake: } § 
Scone j 
Fluffie = 
Fritte 0 4 
Higt ngle Rosb igi Da 
Cookies. 239 hig jouble M Etz- 
korn. Chinese Chew g e 
singlc, Short Bread. hig an 
double Short Bread 1,502 
WHEAT ACREAGE 5's 
Ww I 
Bite 6 
i r € ‘ : 
Ansor eeeeccocee 4 4 
SUB creer eevecees 4 4 
oececes 4 4 
: 
High “single J Sp « 
274 igh double Sp 
419; high tean tzer , 
hig team double 1.6 
DOM. INC ys 
High single, P 1 Sp 4 
250; h triple, M ILR D's 
449. + tean re 762; hig 
team triple, P-4 
CATHOLIC BES GIRLS Vs 
tle. RN Dodge 
£ triple. @ No Dodg 
565 high tean nale. Bie F 
‘ high team dwipie, Big Four, 2.044 


gates were present from Saskatoon, | 


much of the association's constitu. | 


tirely with the views of senior or-| 
replace- | 
team | 


any two| 
other | 


— Talking 


| 


Samuel Breadon, left, and Branch Rickey break after 23 | 
years. 


Built Biggest Chain 


Breadon-Rickey Breach 
Not Due to Money Dispute 


By HARRY 
S* LOUIS, Oct. 14.—Samuel 


not feel he could obligate 


contract in these uncertain times, but Branch Rickey says 
that is not the true story of why he left the tremendous St. | 
Louis Cardinal organization he founded and built. 


“In no respect did my staying *% 


leaving the Cardinals 
have anything to do with any 
financial consideration,” asserts 
the 61-year-old originator of the 


with or 


farm system, 
“Under the present setup, Sam 
Breadon hasn't got, and couldn't 


money to keep me.” 


from the Browns, 
Rickey took over the Cardinals in 
the spring of 1917, following the 
Federal League war, and when the 
St. Louis Nationals represented 
little more than the franchise. The 
club was in last place. There were 
no players of consequence The 
outfit was $175,000 in debt 

Rickey took over 
the Cardinals for St. Louis” move- 
ment. There were 600 stockhold- 
ers, 23 directors | 
RICKEY BUILDS | 
$2,009,000 CHAIN 
this almost hopeless be- 
Rickney built the greatest} 
in the history of the 


raise, enough 


Switching 


with a “Save 


From 
ginning, 
organization 
game 

The Cardinals now 
parks and additional 
Rochester, Columbus, 


own modern 
property in 
Sacramento, 


Houston and Decatur, Ill. A _ prof- 
itable lease at Sportsman's Park 
is the only reason why they have 
not built their own plant in St 
Louis 


The Cardinals either own or are 
closely affiliated with minor 
league clubs 


or 
20 


There are than 750 em- 
ployees, including ball players, in 
the chain, 70 on the administrative 
board 

The Cardinal chain, be 


more 


and bag-| 


Kight in Services 


Toronto Leafs Off 
For Training Camp 


TORONTO, Oct. 


Maple Leais held their 


The hockey champions were 
accompanied to their training 
quarters by Coach Bun Cook and 
seven members ot the Providence 


Reds of the American Hockey 
League and a number of ama- 
teurs who hope to make the pro- 
fessional grade. 


At the luncheon Manager Frank 


Selke told the »viayers that since 
the highest federa! authorities con- 
sidered that hockey was essential 
for national morale, the players 
should take their jobs seriously. 

In addition to Coach Happy Day 
and Captain Syi Apps, holdovers 
from las! season's squad who went 
to camp were Boo Davidson, Hank 
Goldup Lorne Carr Reg Hamilton 
Gave Stewart, Billy Taylor, Bucko 
McDonald, ‘urk Broda and Dave 
Schriner 

Schriner arrived in Toronto with 
two Calgary amateurs, George 
Boothman and Ken Brandreth, who 
will be given tryouts with the 
Leals The veteran left winger 
announced that he was reporting 
for pre-season practice seven 
pound ghter than last season. A 
summer of hard work had left him 
n fine condition 

Missing were the following mem 
be o! the teain who now are in 
the armed forces 

Wall Sianowski, Bingo Kamp 


man, Linie Dickens, Pete Langelle, 


14.—(CP) 
helped the club win the Stanley cup last season, Toronto 
annual 
Tuesday, before leaving for their St. Catharines, Ont., train- 
ing camp. “ 


Sep. Beats Scona; Westgl 


it Over 


| 


’ 
Fr. 
¢ 
€ 
* 
€ 
fe 
& 
& 


alt 


4 


®, 


GRAYSON 
Breadon explains that he did 
himself to another $50,000 


gage, players 
worth $2,000,000. | 

It does not owe a cent | 

One year the net profit soared as 
high as $438,000. | 

Breadon, an automobile dealer, | 
got in in 1920 by buying up the} 
“graveyards”, or loose and small 
blocks of stock. He now controls 
76 per cent of the 10,200 shares. 
Rickey at no time owned more) 
than 1,500 shares | 


WOULD TRY HAND 
WITH PHILS 

Rickey conceived the farm idea 
in 1920 to keep more affluent clubs 
from outbidding him for 
found by his scouts or otherwise 
recommended to him. 

B. R. doesn’t want to leave St. | 
Louis, his long-established home. | 
He didn’t want to leave the Cardi- | 
nals—his family. He was the brain 
of the world champions. 


and all, easily is 


If he remained in baseball, he 
| would prefer the Phils to the 
Brooklyn Dodgers. 

“That Philadelphia job would 
challenge my zest,’ he beams, 
“and I'm going to die with my 


boots on. I'd take the job for noth- | 
ing.” 

Above all, Rickey, a major active 
in France in World War I, would 
like to find a war job in which he 
could keep things moving 

Meanwhile, he will devote most 
of his time to being head of the 
War Bond sales drive in Missouri, 
while raising tomatoes on_ his 
modest farm at Clayton, near St 
Louis 

Branch Rickey 
baseball long 

The most constructive man in the 
game has done too much for it 


wont be out of 


Minus nine players who 


pre-season luncheon here 


Don Metz, Nick Metz, Johnny 
Creedy and Bob Goldham. 
Also missing was Gordon Drillon, | 
high-scoring right winger who re- 
cently was sold to Montreal Cana- 
diens | 
Replacements present included | 


Mc- | 


Mel Hill, veteran right winger} 
acquired from _ the disbanded 
Brooklyn Americans It was 


thought likely Hill would team with! 
Apps and Davidson as one line, 
although it has been suggested that 
a possible starting line would con- 
sist of Apps, Davidson and Goldup, | 
all left handers | 


Amateurs who went to camp in- | 


cluded Bud Poile, with Port Arthur 
in the Allan cup finals lest spring, 
and Doug Baldwin, rated the best | 
junior defenceman in Winnipeg last 
year 


——— 


New High for 
Dufferin Mutuels 


| when 
downfield via a series of extension 


Vic Suffers 
First Defeat 
This Season 


Separate and Westglen 
rang up victories in games 
played in the senior division 
of the high school six man 
football yesterday. The for- 
mer _ trounced Strathcona 
17-4, while Westglen hung a 
21-12 defeat on the Vic grid- 


| 


Lp 
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|Fewer Canadians 


East U.S. Amateur League 
To Operate With Eight Teams 


NEW YORK, Oct. 


14 —(CP) 


Despite wide revisions 


ders who suffered their first) in its playing personnel and club set-up, the Eastern United 
States Amateur Hockey League plans to operate aS an eight- 
team circuit for the 1942-43 season, league President Tom 


reverse of the season. 

As a result of these games, Sep- 
arate, Vic and Westglen are all 
tied for top place in the league 
standings with two wins and one 
defeat. Scona are mired deep in 
the cellar having lost all three 
starts. 

Playing on their home , grounds, 
Rod McAlpine’s Sep gang had little 
difficulty in coming out on top. 
They picked off an early first quar- 
ter touch, added another in the 
next frame, and tallied once again 
in the final session 

Mike O'Byrne was _ responsible 
for the Blue and White's initial 
touchdown. A pass from John Lee! 
to Jack Heaney advanced the ball 
to Scona’s five yard line and from} 
that point O'Byrne piled through 
center and over the goal-line. He 
also added the convert 

The losers moved within striking 
distance just after the second quar- | 
ter started. They worked down to| 
the winner's 18 yard line, but on} 
the next two plays were held. Dave | 
Ellis then split the uprights with an | 


accurate placement to make the 
score 6-3. 
Barney O'Connor sent his Sep 


mates still further ahead just be-| 
fore the halfway mark as he started 
around left end, and running be-| 
hind some smart blocking, went}! 
over standing up 

Scona held a slight edge on play 
in the third quarter but were un- 
able however, to cross their oppon- 
ents’ line. They gained the only 
point in this stanza when Ellis 


| booted a long punt to the dead-line 


of 
and 


command 
quarter 


took 
final 


winners 
the 


The 
play in 


| started a march from their own 45 


John McCormack threw a long pass 
to Heaney which was good for a 
30 yard gain. O'Byrne on an off- 
tackle smash rolled for 20 and 


! O'Connor went the rest of the way 


on a reverse play. O'Byrne added 
the extra point after touch 
Lineups: 
Separate—Jerry McHale, Harvey 
Greene, Jack Heaney, Doug Barry, 


M. O'Byrne, John Lee, Joe Me- 
Laughlin, Pat Dea, Les Casault, 
Terry Flaherty, J. McCormack, B. 


O'Connor, Rod McAlpine 
Strathcona Harold Payne, 
Howie Blefgen, Dave Ellis, Norman 
Swail, Gordon McRae, Jack Mar-| 
ion, Brian Maxwell, Ken Noble, | 
Gordon Proctor, Bud Toane, Ray | 
Sutherland 


Referee—Mr. J. Willans. 


VIC LOSES 21-12 
TO WESTGLEN SQUAD | 

Over At Westglen, Vic battled it's | 
opponents on even football for half 
the game. However in the last two | 
quarters the Westenders, with the 
aid of a couple of costly fumbles 
on the part of the losers, broke into 
a scoring rush and won going away 

Vic took a lead from the open- 
ing kick-off as Pat Smith was in 
fast to rouge Stan Stuart. During 
this first frame, both teams play- 
ed cautiously and neither ever | 
seriously threatened to score. 
Westglen knotted the count just 
before the teams changed ends as 
Harrison Young pulled down Gor- 
don Mitchell for a rouge. 

The losers once again went ahead 
halfway through the second canto | 
after working their way | 


runs, Pat Smith went over from the 
five yard line 


The Westenders rallied smartly 
and With just seconds remaining in 
the half, got on even footing with | 
Harrison Young lugging the oval | 


over from his opponents three yard | PLEASE SAVE THE BOTTLE! Canada needs glass! Save all bottles. 


A bad fumble early in the third 
quarter paved the way for a touch- | 
Continued on Page Seven | 


| Pa., 


Lockhart said Tuesday. “ 
Although there will be fewer 
Canadian players in the league 


this year because of the armed 
services and industrial calls in 
the dominion, Lockhart said that 
use of local talent in the Metro- 
politan Amateur Hockey League 
will provide enough players for 
five teams. 

Baltimore, Washington River 
Vale, Atlantic City and Johnstown 
no longer will have teams 
Permission has been granted to 
Baltimore and Washington to drop 
out for a year because of t#ans- 
portation and player problems 

River Vale and Johnstown with- 
drew earlier while Atlantic City, 
after it lost its home ice when the 
U.S army took over Convention 
Hall, has decided io move its entry 
to Philadelphia. 

There the Gulls will be known as 
Phiiadelphia Falcons, under the | 
ownership of P. E. M. Thompson, | 
and coached by Redvers McKenzie. 


The re-organized circuit com- 
prises the New York Rovers, Bos- 
ton Olympics, Philadelphia Fal- 
cons, Curtis Bay Cutters of the 
United States Coast Guard, three | 
Metropolitan League teams—Man- | 
hattan) Arrows, Jamaica (L.1) 
Hawks, and Sands Points (L.L) | 


Tigers—and the Arma Torpedoes. 

The league season opens October 
31 and closes Marck 14, The sched- 
uled calls for each team to play 
52. games. Bosion, New York, 


Taste-Test this whisky with 
any expensive imported brand. 
Let your palate be your guide. 
Let it give marks for aroma, bou- 
quet, smoothness and flavour. 
Sandy Macdonald Special will 
meet your most exacting test. 


26 os. $4.00 
40 ozs. $6.00 


“Philadelphia and the Coast Guard 


all play a six-game home-and-home 
series. The Coast Guard team’s 
home games will be played in Balti- 
more 

S| 


Ossie Bluege Is 
Senators Manager 


WASHINGTON, Oct. 14.—!AP)— 
Ossie Bluege, one of the finest in- 
has 
seen and for 17 years a perfectionist 
at third base for the Washington 
baseball club, was named Saturday 
night to manager the Senators for 
the 1943 season 

President Clark Griffith of 
Senators signed Bluege to a one- 
year contract. Salary terms were 
not disclosed, but it was reported 
Bluége would receive around $10.- 
000. 

The 42-year-old Bluege held down 
the hot corner for Washington from 
the tail-end of the 1922 season, 
when he came up as a rookie from 
Peioira, of the Three-Kye league, 
until he retired from active service 
and became a Senator coach in 


fielders the American League 


the 


| 1940 


He succeeds Stanley R. | Bucky) 
Harris. who resigned as Washing- 
ton’s skipper two weeks ago 

_ V- 

Good China clays burn to a white 

color and are very refractory 


SPECIAL 
y 
2 MIGHLAND Whisky 


oan taden + Rene dauuld 


tr 
S LEITH. scoriano 


Bien 
a 
Under 9,29 Bottled in Bord 
Overnment Supervision 


Tee s er 
Rs CORPORATION LIMITED 
ONTR EAL CANADA 


ths 


ANDED AND BOTILED BY, DISTILLERS CORPORATION LIMITED, MONTREAL 


Your Salvage Committee will collect. 
This advertisement is not tiserted by the Alberta Liquor Contro] Board 


or by the Government of 


the Province of Alberta 


SKILLED AND UNSKILLED 


TRADESMEN!. 


Remember the boys at Dieppe—will you back them 


mal 


TORONTO, Oct, 14, —(CP) — 

George Hay, general manager and 
director of Dutterin Park, said 
Tuesday a “new high” for the year 
n mutuel play was established 
Monday at Dufferin when $395,785 | 
passed through the machines for 
seven races. The previous high 
was set at Woodbine last spring 
when $390,024 was bet on eight | 
races 


yur 


up? Canada’s armed 


particulars. 


motor vehicles, 


Men and women with 


URGENTLY, particularly for duty on the West Coast 
Now is your chance to serve your country in your 
own trade—call at the address below and get full 


forces need skilled workers 


Men and Women Wanted 


Men, 18 to 50, and women, 18 10 45, with experience 
in trades will be utilized for the repair of artillery, 
tanks, 
equipment, rifles, machine guns, radio communica. 
tion and radio location equipment, and other work. 


anti-aircraft and defence 


office and stores experience 


will be utilized in administration work. 


For full particulars apply to the 


Army Recruiting Office, 
WOlst Street and 102nd Avenue, or Base Ordnance 
Depot, Oliver Plow Bldg., Edmonton 


Royal Canadian Ordnance Corps 
Canadian Women’s Army Corps 


en Trims Vice 


ne 


; 
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Today’s Sport Parade 


By Jack Cuddy 


14.—(BUP)—Wartime transportation 


difficulties may cause the colorful army-navy football 
classic on Nov. 28 to be shifted from Philadelphia's huge 
municipal stadium to the smaller New York polo grounds— 
if the pigskin pageant is staged at all. 


There is no certainty that the 


service extravaganza will be held. 
Final decision rests with the war 
and navy departments. However, 


Lt.-Col. Lawrence (Biff) Jones, 
graduate manager of athletics at 
West Point, told New York foot- 
ball writers: “In spite of what 
has been said in the papers, we 
are stili hopeful that the game 
will be played.” 

The newspaper reports to which 
Jones referred came out of Wash- 
ington more than a month ago, 
Those reports stressed the uncer- 
tainty of holding the Cadets-Mid- 
dies gatne and emphasized that 
Undersecretary of War Robert P 
Patterson and his assistants were 
making a “particular study” of 
sports events which “gather people 
together from considerable 
tances” and place an 
load on transportation facilities. 


GAME DRAWS 160,000 


INCE then several college games | 


have been transferred to new 
sites requiring less use of railroads 
and automobiles 
race tracks in the New York 
have been discontinued But 


area 
no 


official ruling has been made re-| 
game,! 


garding the Army-Navy 
which attracts more than 100,000 
spectators and last year required a 
total of 56 special trains for trans- 


cadets and midshipmen. 

Addressing the weekly lunch 
@on of the writers, Jones ad 
mitted that such @ movement of 
special trains this year would be 
“quite a load on the busiest strip 
of railroad tracks in the nation.” 
He was referring to the Pennsyl- 
vania road, between New York 
and Washington. 

*“Byen if the game does not take 


place in Philadelphia, we want it 
held scmewhere,’ Jones said 
Asked if he had any alternative, 


he replied: 


“One I can offer now is New 


Special trains to} 


porting spectators and regiments of | 


tion here is less complicated. And 
| with the subways there is no trans- 
{portation problem of getting to the 
|field.” He added thgt it was unlike- 
\ly either the midshipmen or cadets 
lcould take time off from their 
|duties to attend the classic, “but 
they want it played.” 


|ARMY FAVORED TO WIN 
EANWHILE athletic officials of 
both academies are arranging 
for disposal of tickets on the basis 
that the game will be held in Phila 
|delphia’s out-of-the-way municipal 
stadium, which seats 102,000 per- 
sons. If the classic is switched to 
, New York, it can't be Yankee Sta- 
} dium, which can handle about 75,- 
| 000 fans, because Fordham is play- 
ing the North Carolina pre-flight 


dis-| school at the stadium, Nov. 28. It 
unnecessary | 


would have to be staged at the 
Polo Grounds, accomodating about 
60,000 

If the shift from Philadelphia 
to New York is made, a gereral 
organization of the seating plan 
will be necessary, and perhaps 
| some of the tickets already as- 
| signed will have to be cancelled, 
The demand for tickets has been 
only slightly less than last year. 

There have been rumors that 
officials at Washington are con- 
sidering staging the geme at 
Annapolis, on Navy's home field, 
which can accomodate only about 
23,000, but Lieut.-Col. Jones said 
he had not heard the rumors. The 
contest hasnt’ been played at 
either Annapolis or West Point 
since 1893, The last time it was 
held in New York was Dec, 12, 
1931, 

Regardless of the site, it appears 
Army will be favored. The Cadets 
opened their season with two vie- 
tories, beating Lafayette, 14-0, and} 
Cornell, 28-8, while the Middies got 
off to a faltering start, beating Vir- 


ginia but losing to William and 


York city. Perhaps the transporta-' Mary, and Princeton. 


Fourth Game Tonight 


New Westminster Expects 


To Knot Up Lacrosse Series 


TORONTO, Oct. 14.—(CP)—Pure water or no pure 
water, Coach Jack Wood is convinced his New Westminster 
Salmonbellies have finally struck their stride in their best- 
of-five dominion championship lacrosse series with Mimico- 
+-Brampton Combines. 


Al Lenard Tops 
Scoring List in 
Ontario Union 


TORONTO, Oct. 14,--(CP)—AI 
Lenard of Hamilton Wildcats 
emerged from a 


week-end of heavy shelling to steal 
a clear lead on his rivals in the 


Rugby Football Union 
race with 32 points, un- 
figures showed Tuesday 


Ontario 
scoring 
official 
night. 
The backfield flash tallied an 
even dozen points Monday to break 
his first-place tie with OS. Hugh 


Cuddie of Toronto H.M.C.S. York |the players are getting sick.” 


Lenard’s 32-point total includes 
three touchdowns 


two singles and three converts. 


‘ e A at 
Cuddie could not improve his } Mayor Hume announcing his inten- 


four-touchdown total of 20 points 
during the week-end and Fit, Lt. 
Eddie Thompson of Hurricanes 
capitalized the opportunity to move 
into a second-place tie with the 
Navy half. Thompson now has four 


converts, 


ft 


Henry Armstrong 


Kayoes Zurita 


LOS ANGELES, Oct, 14—(AP)— 
Henry Armstrong, former triple 
boxing champion, knocked out Juan 
Zurita in 2 minutes, 20 seconds of 


the second round of a scheduled 
10-round fight last night 
Armstrong weighed 142 and Zur- 
ita, from Mexico City 13548. 
The knockout blow was on a left 
hook which followed a right cross. 


Thanksgiving | reference to the 40-gallon keg of the | 


four placements, | nothing 


placements, one single and seven | But 


“We'll even it up tomorrow,” he 
said last night as Salmonbellies 


| 
| 
| rested in preparation for the 
| fourth game of the series at 
Maple Leaf Gardens. “There's 


nothing wrong with Salmonbellies 
a few goals won't cure,” 
The last remark was a joking} 


“purest water that can be obtained 
anywhere” which was supposed to 
have been shipped to Toronto from | 
New Westminster last Friday. The} 
mysterious elixir was needed, said | 
|Mayor Fred J. Hume of New West- | 
minster, because the “water around | 
Toronto has been playing havoc} 
with our team with the result that 


Wood, however, said he has heard 
further of the shipment! 
since he received a wire from) 


tion to send the water. 

In the first games of the| 
Mann cup series, Salmonbellies 
actually looked as if they needed | 
a tonic as they lost 10-7 and 15-9. | 
Monday night, before 3,263 
fans, they came back to win 14-8 in 
a surprising form reversal 

Three Salmonbellies—Doug Ross, 
Art Matthewson and Alan Askew— 
will miss today’s game and prob- 
ably will be unable to play if a| 
fifth game is necessary Friday. Ross 
is in hospital with a split kidney, | 
Matthewson is out with a dislocated | 
shoulder and Askew has a heavy 
chest cold 


two 


bie pe Eee 


Norwegian women are being re- 
cruited as cooks for German forces 
on the Eastern front. 


“—and quit looking at those blondes on th’ forty-yard 
line, That’s part of their strategy.” 
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Not— 


Believe it Or 


RIVER 1S LONG ! 


Joint Conclave in Chicago 


Wartime Baseball Setup to 
Be Ironed Out in December 


By JUDSON BAILEY 


NEW YORK, Oct. 14.— 


(AP)—The wartime future of 


baSeball, insofar as the magnates are masters of their own 
fate, is to be determined at meetings of both the major and 


minor leagues in Chicago the 


MORE ABOUT 


WESTGLEN 


Continued from Page Six 


down by Westglen. Vie started an 
extension from their own 15 but the 
carrier dropped the pigskin 
Stuart recovered and stepped over 
the line 

This bad break seemed to throw 
thé losers completely off and before 
they could recover the winners had 
increased their margin still further. 
Young fired a short pass to Bob 
Cuthbertson and the latter shook 
himself loose from several tacklers 
and scampered 20 yards for a score. 

. . . 

Minutes later Westglen sewed the 
game up, and again it was bad ball 
handling on the part of their oppon- 
ents which helped. Young hoisted 
a long punt to Mitchell who was 
standing on his own three. Stuart 
was down fast and hit the ball 
carrier solidly and the ball got 


| loose. In the mad scramble for pos- 


session Young was the winner and 
he fell on it behind his epponents 
geal-line 

In the dying moments of the 
game, Vic staged a belated rally 
and chalked up a touchdown when 
“Shorts” Collins on a play through 
center, got into the clear and gal- 


loped 25 yards for five points. 
Mitchell kicked the convert 
Lineups: 

Westglen ~— Jack Emslie, Bob 


Cuthbertson, Stan Stuart, Harrison 
Young, Ken Hodgkins, Everett 
Shiplett, Don Hamley, Stu Mackie, 
Bob Brower, Keith MacDonald. 

Victoria—Gordon Mitchell, Shorts 
Collins, Pat Smith, Jim Haire, Don 
Hewko, Jim McLeod, Dennis Ku- 
chinski, Fred Peterson, Art Law- 
rence 

Officials—Bob Aitken and Jack 
Brown 


SENIOR HIGH LEAGUE 


w iL Pts 
Wesiglen ok ee 
Sepa rate 2 1 4 
Victoria 2 1 4 
Strathcona 0 3 0 


n Pe 
The shortage of Manila hemp is 


affecting not only the farmer, who | 


uses sisal for his binder twine, but 
the army as well, which employs 
sisal pull-throughs for 
rifles. 


and | 


cleaning | 


first week in December, 


+ The majors now are in 
process of approving the change 
of the site of their sessions from 
New York and the date to coin- 
cide with the minors, but it was 


learned today that enough clubs 

| already have agreed to the switch 
to make the doubleheader meet- 
ings certain. 

The major league confabs are 
planned for Dec. 1, 2 and 3, a week 
earlier than usual, and the minors 
meeting Dec. 4 and 5, three days 
later than in the past. 

This gathering, one of the few 
times that majors and minors have 
assembled together, will replace the 
big convention of the National As- 
sociation of Professional Baseball 
Leagues, originally scheduled for 
Minneapolis, as well as the major 
league pow wows in New York. 

The banquets, entertainment and 
other frills of previous conventions 
will be missing, , but the meetings 
will be oven to all interested parties 
as much as ever, although the privi- 
lege of voting in the National As- 
sociation meetiags is restricted to 
league presidents 

The shifting of the major league 
nieetings ahead of the minors is the 
key of the entire arrangement, be- 
cause most of the small leagues and 
clubs are withholding a decision on 
operations next year until they 
learn what support they gan count 
upon from the major leagues. 

Once the majors decide to what 
extent they can continue their con- 
nections in the minors, the members 
of the National Association figure 
they can determine how many 
leagues will be able to function 
again next season 


—_—V——_—_—_ 


Easy For Chalky 


HARTFORD, Conn, Oct. 14— 
(BUP) — World's featherweight 
champion Chalky Wright scored a 
four round knockout over Carlos 
“No-No” Cuebas, of Puerto Rico 
last night in a scheduled ten round 


the 


| 


non-title bout. Three thousand fas | 


saw the fight. 


i Se 

OTTAWA, Oct, 14—(CP)—Popu- 
lation of New Brunswick in June 
1941 showed an increase of 49,182 
compared with 1931 the Dominion 
| bureau of statistics reported yester- 
| day. The total population in 1931 
was 408,219 against 457,401 in June 
1941, 


Bob Fritz Presides 


Gridders Say Farewell 


To Joe Ryan of Bombers 


14.—(CP)—Foothball players here 


WINNIPEG, Oct. 


—By Robt. Ripley 


1S WIDER THAN THe HUDSON 


IT. HAS NO SHORES FOR 14 MILES 


THEY CAN BE HEARD ONE MILE AWAY 


WHICH IS THE 
LONGEST RIVER 
W THE U.S.2 


Anawer 
Tomorrow 


NEW YORK, Oct. 14. 


Regular Saturday 
' Hockey Broadcasts 
Again This Year 


Thousands of hockey enthusiasts 
in Edmonton and northern Alberta 
will be thrilled no little at the an 
nouncement that NHL. games 
played in Toronto Maple Leaf Gar 
dens will again be broadcasted on 
Saturday nights 

This popular radio program 
which has become an institution in 
hundreds of homes will again be 
sponsored by the tmperiai Oil Lim- | 
ited with the first one set for Oct. | 
31 and the New York Rangers the 
visiting team It is understood 
that Foster Hewitt ace hockey an: | 
nouncer, will once again resuime his | 
popular role | 

This play by play @escription of | 
Canada’s most exciting sport is not | 
only heard by millions of fans in| 
Canada and US. but the fighting | 
forces in Britain also receive it 

When Canadian troops first ar 
rived in England, one of the things 
they missed most was “Hockey 
Nights in Canada.” Arrangements | 
were hastily made by the Imperial 
Oil to send overseas half-hour | 
weekly broadcasts condensed from 


daTHOUGH Ae Sas 3 Sage: 4? the most exciting moments of each 
WHALES - game. ‘This procedure will once 
HAVE NO VOCAL CHORDS again be in vogue during the com- | 


ing winter 


eee EE | ARE ES 
Britain Prepared 
To Purchase More 
Canadian Cheese} 


OTTAWA, Oct. 14.— (CP) — The 
agriculture department announced 
yesterday that the British food 


ministry has advised that it is pre 
pared to purchase an additional 
quantity of cheese above the 125,- 
000,000 pounds provided for in an 
agreement covering the 12 months 
ending March 31 next 

“The additional quantity which! 
the ministry has agreed to accept) 
will, it believed, permit of ex- 
port to the ministry of the greater 
part, and probably all the October 
made cheese which may be tender- 


‘Football Features | 
Winnipeg’s Second 
“Freedom to Play” 


WINNIPEG, Oct 14—(CP)— 


is 


won “ 
JOE STILL TRYING | 
TO EXPLAIN STATEMENT 

LOS ANGELES, Oct. 14.—(AP) 
|}Sgt. Joe Louis flew into town 


| ed for export,” the department said.| Louis told the Associated Press | 
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“They All Come Back” 


Jacobs Certain Money Will 
Entice Louis Back to Ring 


By GAYLE TALBOT 
(AP) 
professed Tuesday to have not a doubt in the world that 
| Sergeant Joe Louis would defend his heavyweight title again | 
“some time,’ no matter how the sergeant might feel about 


"Bruins to Help 
Out War Charity 


-Promoter Mike Jacobs 


BOSTON, Oct. 14—(AP)-~—Boston 
Bruins of the National Hockey 
League announced Tuesday that 


the entire proceeds of four of their 


it at the moment. h 
, games for the 


“They all come back,” the old |) Scheduled home 


coming season would be devoted 
ticket tycoon philosophized as he (i some war charity to be named 
looked over the latest dispatches (al a later date. The proceeds will 
total about $75,000 


from the west, in which Joe con- 
tinued to say yes or no in 2 some 
whiat confused disagreement with 
himself, 


V 
Lexington Sale 


y LEXINGTON, Qct. 14 (AP) 
Joe says here he might be too |pitty-cight stallions, broodmar« 
old to fight when the war's over.” land weanlings were sold at an av: 


Mike said, adjusting his specs. , eyace of $198.88 for a total of $11,585 
“They never get too old to fight for} at the opering of Lexington’s an 
that kind of dough lnual thor eohh fon. aioli 
“Joe's only 28 now. Wiat it the} day night 

war lasted, sa) five years He Last year's opening average was 
would still be only 33 when he got) $545, when 87 thoroughbreds were 
out. Jim Braddock won the title sold 

when he was 35, didn’t he? And - —V¥—_—_—___—— 

these colored fighters usually are Canada normally tmports Jarge 


quantities of China clays from Eng- 
land 
in Omaha Sunday his fighting days 
were over 

Barly Tuesday before boarding 
the Lo Angeles-bound plane at 
Kansas City he explained he meant 
| that he probably never would have 


better when they're past 30. Look 
at Jack Johnson. Nobody knows 
how old he was when he lost his 
title to Willard 

“One thing, whenever 
out of the army, he'll still be able 
to knock a man’s head off when be 
hits him. They'll still pay off on that 
after the war.” 


Joe comes 


Mike was asked if the champ another chance 
told him flatly over the telephone| “You can't tell what kind of 
that he did not mean to retire from| Shape Ull be in when this war is 
the ring at this time—to relinquish] over.” he added. “Layoffs (from 


his title formally 

“That's exactly what he 
Mike replied. “I wanted to know 
because whenever he retires | can 
start an elimination tournament for! , 
the heavyweight title.” 

Mike's opinion is that Louis 
simply is too wrapped up in his 
army career at the moment to give 


training) sure don't help none.” 


said, lll 


— + 


much thought to fighting in the 
ring again—particularly since his 
bout with Bill Conn was called 


off. He feels it is a phase that would 
wear off quickly once the war is|* = 


Tuesday from Fort Riley, Kas 
a two-weeks’ furlough and empha-, 
sized } 
“The only fightin’ I'm thinkin’ | 
about right now is in the army. } 
“If and when I’m mustered out 
then maybe Tll think about boxin 
There'll be plenty of time then.” | 
He assured he'd continue boxing | 
because “I'm only 28. I'm not gonna 
guit.” } 


on 


Johnny L. Petersen of Winnipeg 


jannounced Tuesday night that the 
| second “Freedom to Play” program 
| will be held at Osborne Stadiuin 
here Oct. 23 in support of Canada’s 
| third Victory Loan campaign 

The coming “Freedom to Play 
| night will be highlighted by a foot 


ball battle between an All-Star 
| team from the Winnipeg senior 
league aud gricdders from the 


United States naval training station 
at Wahpeton, N.D., Petersen said 


CATTLE 


During the last 
fouryears(Sept.t 
to Aug. 31) — 


Canadian Farmers: 


you have done well! 


The first event, held in connect- 
ion with the second Victory Loan, WARTIME PRODUCTION 1s 
was featured by a hockey match 
between Manitoba junior teanis STILL GR WIN | 
Foster Hewitt, Toronto sports com e 
mentator, attended and told how 
hockey players could help morale | 
of citizens during wartime | ~ 
The national war finance commit HOGS by: Bis 
tee’s objective is $750,000,000 with} ; 1941-42 
the sale of bonds beginning Oct. 19} . Ae Mocs? 4. : 
throughout the Dominion During the last 0 “,. 3940-4) eeaey 
a=} 'f fouryears(Sept.1 mt * cae f 
Player Deals to Aug. 31) — 
CINCINNATI, Oct. 14 AP).- 
The Cincinnati Reds announced (BS. PORK LBS. PORK (BS. PORK LBS. PORK 
Tuesday the release of infielder | 
Chuck Aleno and catcher Ben| 759 8 8 
Wade to Birmingham, Ala, of the} 396 551 
Southern Association and the trans- You produced* MILLIONS MILLIONS MILLIONS MILLIONS 
fer of Catcher John Bottarini, up —_—— —$_— = 
from Syracuse, to Sacramento in of this amount... 
part payment for the veteran Ray 485 556 
Mueller | 1 Exports to our Allies 1790 300 
= | (mainly to Britain.) MILLIONS MILLIONS MILLIONS MILLIONS 
2 Remaining for 
Reaaleing for, 226 251 274 282 
Canada.** MILLIONS MILLIONS MILLIONS MILLIONS 


© Inspected slaughter. Does not include pork products used on ferms 
or sold direct from farms a0 consumers, small butcher shops, etc. 


** Jocluding army camps, ship stores, 2nd general retail distribution. 


The people of Britain want 20% more in the next twelve months than 
they obtained the lost, and at the some time Canadians want more: 


LBS. BEEF 


| (BS. BEEF LBS, BEEF LBS. BEEF 
- 502 482 534 610 
You produced MILLIONS MILLIONS MILLIONS MILLIONS 
: ‘ of this amount... re) 
1 Exports to our Allies , 1 2 72 86 128 
(mainly tothe U.S.A.) MILLIONS MILLIONS MILLIONS MILLIONS 
SATIDY 2 Remsiving for 400 410 448 482 
Canada.** MILLIONS MILLIONS MILLIONS MILLIONS 
* Inspected slaughter plus exports (dressed weight basis). Does not 


Tuesday night were saddened as PO. Bob Fritz, coach of 
Royal Canadian Air Force Flyers in the Winnipeg Senior 
Football League gave a players’ farewell to Joe Ryan, man- 
ager of the dominion champion Winnipeg Blue Bombers in 


small butcher shops, etc. 


include beef used oo farms o¢ sold direct {rom farms to consumers, 


** Iacluding army camps, ship sores, and genera) retail distribution. 


The United States will take your surplus cottle and 
at the same time Cangdian consumers want more: 


Bombers dressing room. 
Ottawa 

Fritz, former playing-coach of 
Blue Bombers, spoke words of 
esteem of Ryan, the man credited 
with promoting ideas that led to 
big-time football in western Can- 
ada that brought east-west foot- 
ball classics undreamed of a 
decade ago, 

Ryan was manger of the 1935, ‘39 
and ‘41 Bombers who brought the 
Grey cup home 


Fritz said, “We've kidded a lot 


Ryan will 


jabout Ryan as a football player, but 
| we know if he had the physique, he 
j}would have been the greatest 
|player on the continent.” 

Ryan, who never played football, 


lalways be here in this dressing 


jroom.’ 
| Ryan has accepted a position with 


ment at the national capital 


leave this week for! 


replied that “regardless of where! 
1 go or where I'll be, my heart will | 


This advertisement is not inserted by 
the Alberta Liquor Control Board or 


the Dominion Income Tax Depart-| by the Government of the Province | 


of Alberta 


MR. FARMER: You have increased your Pork Production by 119 per cent: You 
have increased your Beef Production by 20 per cent. You fed all the grain you had 
last year. There is more feed grain in Canada this year than can be fed, There is a 
market for all the hogs and cattle that you can feed this year. Average prices for 
hogs and cattle during the coming year will be higher than the averages for the past 
year, We know that you will continue to produce all you can. Your splendid war 
effort is appreciated by Canada and the United Nations. 


DOMINION DEPARTMENT OF AGRICULTURE, OTTAWA 
Honourable James G. Gardiner, Minister 
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”~ e e 
Pp i Pl. Chinese Women Raid Wardens 8. Will Hav fel hep 
ayro an ANNE ! aw). WHi Have 
For War Bonds 7,300,000 Men ‘ 
- 3 ’ 4 
Is Announced In Army, 1943 
S ANNOUNCE y; q 
OTTAWA, Oct. 14—(CP)—The WASHINGTON, Oct. 14—(AP)— 
National War Finance Committee War Secretary Henry Stimson, 4 
last pena cae ees eid diy arguing forthe draft of 16 and 19: 
ments for employees’ purchases ? ; 3 
of third Victory Loan bonds vear-olds, estimated today that the 
under a payroll savings plan, pro United States army now has 4,250 
viding for six monthly, 12 semi- 000 men and next year will increase 
monthly or 25 weekly deductions to 7,500,000 
To purchase a $100, three-per-cent He gave this breakdown of 1943's 
hond maturing in 1956, the following army needs to the house of repre 
payments will be made sentatives military committee 
Six monthly payments of $1681 | Air foree, 2,200,000. 
each, beginning Nov i} Organized ground units, 3,300,000 
Twelve nonthly payments of Service of supply and related > 
$8.40 each, beginning No 0 | CELEB OU VA GE SENSA 7: 
Twenty-five weekly payments of The secretary told the committee L 3 
$4.03 each, beginning Nov. 14 the United States wants to have in hi G t E nt \] 
LAST ON APRIL 30 i043 “the largest air force with sus. Amazing Bargains at s Great Event - 
In each case, the final payment taining units which production Ce 
will be made April 30, 1943 and transportation will permit.” >... SALE STARTS THURSDAY, 9 a.m, OCT. 15 TO 31—15 Days Only 
To purchase $50 bonds or bond SONS ; ‘ / § BUMPER CROP OF VALUES. Tho BIG, SENSATIONAL Army and Navy GOLDEN HARVEST SALE. The 
of higher denominations than $100, | pera Lake) ¢ Aletl 7% sale everyone has been waiting for. HUNDREDS OF BARGAINS in every Department. tf you're not too proud . 
. ynthly, 12 semi-monthly or 25 His figure of 2,200,000 in the sir | to SAVE, come join the merry throngs that will pack this big store during this great 15-day event. It means 
Bix MC : : forces he described as “a conserva- | 3) HARVEST of quality merchandise selling at unbelievably low prices. DARING, THRILLING, HISTORY making 
weekly payments will be made, the} tive estimate,” adding that any bargains. Yes, we are playing HAVOC with regular pfices throughout the store rae AWE nits sik: 
amounts hein in proportion to rie All b vard It will pay to come 100 miles or more. Buy all your personal, home and farm needs during th e ded 
those paid f » $100 bond: 4 dé changes wi e upwal The Army and Navy backs each item with an iron-clad guarantee—entire satisfaction or vour money refun q 
ose paid for ‘ one 5 thin wine rt ‘ yp | 
parimental spokesman said 1 eatin uN ee EDMONTON’S GREATEST BARGAIN THRILL 
The payroll deduction plan is In If any bombs ever drop on Toronto's Chinese colony, the |“ if} ai ste ke Gan Ee gent ates > WARTIME IS THE TIME TO USE COMMONSENSE AND NOT NONSENSE 
; : ‘ A ‘ : round units c . 
addition to the regular instal men and women of the district will be prepared. Organiz | ena ® 
ment-purchase system announced ation of an adequate A.R.P. unit, made up of Chinese men |" Teihian esttinated. the ground > e ar $s Omorrow a aim. 
by Finance Minister Nee a | and women, is now under way. Future air wardens are | sorces needs for 1943, including : 
c he ’ ‘ . ~ pits 
day when he made public the | pbhyilis Chu, left, and Jessie Lee, shown with their air raid now abroadeand in trainin 
terms of the new $750,000,000 . ‘, those no 9 4 
issue i ie equipment at home to go overseas, at 3,300,- 
f 000 | Smart Fur-Trimmed 9 
J p } talr t-purchase 
i; a nh " ins 4 aid purehs if Gen. George €. Marshall, army > COATS aMien S Suits 
a) an, eal nay - a ¥ p 
to yer cent of face vale on appll Nimitz IS Sure ub Warfare chief of staff, testified that because COATS Recular $22.50. Trimmed single breasted models 
a3 , he firs the selective service system does Wrap coats, belted models, with grey Krimmer, Am-~- Sizes 36 to 46. Newest 
la A ie ile elaeneti ot now reach men younger than fitted types and boxy erican opossum, beaver, striped and fancy _pat- 
day of each of five months starting a \ - é bat styles, Sturdy warm coat- seal and ringtail opossum. terns. Colors blue, black, 
Dec. 1. The final payment April 1 | ) 20, the average age of the comba ings, polos, etc. Interlined Fully lined, interlined and brown and green 
194: vill be 1867 per cent ontiasl army “has risen to a point not at and chamois lined to the chamois lined to the Lita bade $16.87 
1943, wi be 1867 pe er ~ a4 r yaist. Sizes yaist. Sale ‘ 
war depart wa $ wa 5 Sa 
year bonds and 18.39 per cent on . + pat Phiten Sie wh 12 to 44 14.40 All Sizes 16.9 —Main Floor 
. ' mt men 
the 3%-per cent bonds, to cover ac-| an e p out rica. 
erued interest from Nov, 1 to the mt ; | Marshall said he sao aM DOOR-OPENING SPECIAL Men’s Jackets $8.88 
due dates of the various instal:| Ry WALTER CLAUSEN LONDON, Oct. 18—(CP)—An jing the possibility Of Te Cian tal All wool mackinaw surf coats, smaft 
ments | PEARL HARBOR, T.H, Oct rolder draftees from the army, after Fur-Trim COATS checkered patterns, some belted, some 
emda , BAA authoritative source said today |i4. grafting of the younger men. | Ordinarily $16.95 to $19.95 for $9.77 zippers, 4-pocket. style. Smart, 
OPENS OCT, 19 14.—(AP)—Admiral Chester W. | that German submarine warfare | | Expensive details and fine Drains 
6 } hegi fi F ul variety of luxurious fur trims an 
Sale of the bonds will begin {e} t| Nimitz, discussing his recent trip | has been intensified in the area | 9 aintrinried: coats, including 7 y 
19 and the lists will close about ty the Solomon Islands battle around the Cape of Good Hope, Today S a_few samples $9.7 - 
Nov, 7, at ie stele AL) apt zone, said today he is confident indicating that U-boats are be > 
inister S The yonds Wi hea | “ 
Minister Ilsley aS i rT} “we can hold what we have got | ing “forced further afield by the 
bear interest from Nov. 1, 4 lidat t ay defensive-otfensive tactics of | ar oves 
cons ! Aa ur os! n | " | 
The three-per-cent bonds will | an CC RTe Louis neeltlene “ | the United Nations,” | > 9 AM. SPECIAL 
1956, at 101, but | eventually start moving ahead. Continued from Page One oh ieee + 
be payable Novy, |, 1956, a » Dut Previous enemy efforts in this Misses’, Women’s 
may be redeemed by the govern- | The commander-in-chief of the} area around the southern point of | and develop their hold in the Solo- 9 
ment at this rate after Nov, 1, | United States Pacific Faeet said he| africa on the main seaway con-| mons, there would have been aj} Fall Dresses 
1953, Bearer bonds with coupons |conferred with Vice-Admiral Rob-| necting Britain and the United| grave chance that they would have te st raha” attark styles ir 
| et tho aval oc P ° sae A wisi is . stre oon es n 
will be issued in denominations | ert re Gh him) n a al aaa ceried States with the middle east, China| been able to fan down through the » sats Palitabrice iia coiors, also printed crepes, 
of $50, $100, $500, $1,000, $5,000, | 7 Te ena SSA aELES TRIG Varese and Russia, had been chiefly| New Hebrides to menace the Amer- | plain and printed spuns. Beautifully 
and $25,000, Fully-registered / Guadalcanal and other island bases. | winesowing and occasional sur-| ican supply line to Australia. detailed, expensive trims, No try- 
bonds, the interest on which is | “But I didn’t see a Jap—not even face or U-boat raids | The operation was an expensive ons, please $1.00 
paid direct to the owner by |a prisoner,” he remarked | “We now see a new phase begin-| one at the start, costing the US One to a customer : 
cheque, will be issued in denom- | ‘IT went down to the Solomon ning with U-boat concentrations,” | three heavy cruisers, but has been 
inations of $500, $1,000, ,$5,000, | Islands area to see with my OWN! caiq this British source, who in-| partly offset by the sinking of at 
$10,000 and $100,000, eyes what I Me been reading and | sisted on anonymiry least one Japanese cruisers, four 
: h 2 about. T adal- | : | , a transpe 
Bonds bearing interest at 134 per eset dh oth Pe Okt on Guada This informant said the Nazis | destroyers and a transport. » 
cent will be payable May 1, 1946 ee 43 wh oe presumably were operating with a| JAPS MUST RISK FLEET 
and will be non-eallable to matur-| JAP SUPPLY PROBLEM complete supply set-up since “it | American military men concede p 4 
ity. In this group bearer bonds with “The Japs must not be under-| would be uneconomical to send 4! that the Japanese should he able | 
coupons will be issued in denomin-|estimated. They are brave, re-| Submarine from France to the Cape | to drive the Allies out of the| 
ations of $1,000, $5,000, $25,000 and | sourceful, and for the most part ex-| Without some source of supply 1D) Solomons if they are willing to pay | 
$100,000 Fully-registered bonds} perienced fighters. But they are the area | the price. To do it, they would | Childre ; Yo $2.25 Men's a 
Will be issued in denominations of| meeting a people with those same| One of the best means of com-| have {o risk their fleet in a major | BLOO RS Our ‘alten SDRAWERS 4 
$1,000, $5,000 $10,000 and $100,000. | characteristics now and suffering | batting the sub-surface menace, | engagement. Since the battles of | Fiiplyn wave MERS Greatest Buy! Shirts Special ; 
\ = losses accordingly. Furthermore,| therefore, would be to destroy re-| \ijdqway and the Coral Sea, they wool nm, guaranteed 45% ee Good quality 9 at wool, rayon! ] 
NA: ° . ete | fuelling points, he added declaring | a} , 3 Ol, elastic waist and LADIES printed broad- and wool, wool: H 
4 Missionaries the: Japanese have a supply prob-| U I Nationséware! ‘ob. | Nave show no inclination to do so knees, Sizes 2 to 6 7¢ cloth, soft. or “Band cones. vont me “4 
Gans Reo Ts A }lem in the Solomons as difficult as that nited Ne eae wabtey a | The Japanese fleet would be el —Second Floor FUR fused collar at- Bf and ends. Slight: { 
Sk un by Japs four own.” Rares oA ak aC eae: ible’ shore | a disadvantage in such an attack. | ee tp Demeie Pfriga ceddaaied 4 
_ nang: | supply ships and poss shore | ,, . ey a , neat patterns All sizes in the vA 
On Guadalcanal, Admiral Nimite said the dis- | paces. Mier tireallont lA mertcanvcriiser®|| APRONS — APRONS é COATS blue, green, Biot. a real buy: 
LONDON. Oct. 14.—(CP)—Fou tance between Guadalcanal and fe See NT have been replaced and Japanese > Newest, smartly styled, brown 88¢ for early 98¢ | 
sw Joon E OUT / agd and- styled, yo . ; t «id 
RT ARTELTABOnATianitwolnniertetand Pearl Harbor is about the same weed ives be up against Jand- | the material at u cannot buy Ordinarily to $59.50 andigtey ie trae BEG i Flo” el q 
two sisters, were slain by Japanese! 48 belwsen _ouadaleans! and @aSes omes é # ais eaten oH this price pavaceteedy rhess 22¢ Good looking! Good wearing! Good fitting! 
“ke | Tel Tokyo, and that alaya ts even | ence mira ester . And ab iT is i 
solciers on Guadalcanal Island in y | eS nd above “all, outstanding value, This i 9 
rte Bain the Br iti h Colonial |) more distant. W k Nimitz, commander of the Pacific your chance to buy a rete (pietea) Men 8 Wool Sweaters 
f Y 1S a . Phe » eavy r e umbo knit t 
Office said yesterday | He said it is hard to determine Par ar or ers ets peneualy admitting that we > Reg. SOMESAE SEAL or VISCASCHA (flank) coat at coat style of good woolen vara mit 
The announcement, which said! whether the Japanese are getting | WASHINGTON, Oct. 14 ~(AP)—| 1 not are the Japanese on the Heavyweight a very low price. Come in rich Brown 5. style large shawl collar, $2 78 
all four were bayoneted in the}much from the Netherlands East], | ‘ et | run, feels able to express confi rayon, Fleece and Black. Handsomely lined tw plain or two-tone bd 
throat, identified the victims as) Indies to Rabaul, Japanese base on| lhe United States government an- | genes el the Merings will be wed. {or - extra and sizes 12 to 44, 
a ” 7 3 3 a : astic 
Father Arthur _Duh amel, 34, Of | New Britain Island, but added it is| nounced yesterday it would lease) @ple to hold the islands walst ahd Knee DRESS PANTS 
Boston, Ma Father Henry Eng-| «safe to say the supply problem is privately-owned homes and build- | If they do, it will be the eventual | —peach shade, aya geokitis cotton cords, neatly finish~ 
ori 33, 0 recht, Net lands 2 yee ’ : arting for Hin izes small, med- e ve-pocket 
berink, 33, of Utrecht, Netherlands; | giving them many a headache.” ings to house war workers, requisi- Starting point for an American pace small, med style, cuffed. Blue 
and Sisters Sylvia and Odatya, be- : Loy, as _ ° | drive te roll the Japanese back ’ 66¢ | and green 
lieved to be from France , tioning the structures and billet-| from New Guinea and their strong large shades e 
eh ae | ( rew Dares Death ing the workers in them is neces-/ base at Rabaul on New Britain and ~Main Floor 
a 38 sary. begin the offensive for the Philip- 4 
Offici List In Vain pvvent Housing administrator John B.| pines and the Dutch Indies 
T Say ‘. : Blandford said this step would be! 
al o Save Tanker| aid this ster 
z 2 a : ,, | taken an addition to the $600,000,000 STRENGTH UNKNOWN $14.95 Boys’ 
| A US, WEST COAST PORT) new construction program now un-| Japanese strength in the south > Fo gree, Boys’ Suits To $3.75 Boys’ To $3.75 Men's 
ar Casuz lies | Oct. 14-—(AP)—An epic of the) der way because demands for war | West Pacific must not he under- Overcoats Goat ana ntne seins BOOTS eae 
United States navy, the story of a} housing accommodations would not | estimated They are known to Smartly tailored from Dress or work shoes BOOTS 
a 2 five-day heart-breaking§ fight to = ,| have about 60.006 men in the! Smartty tailored assorted English her- in black kip or re- 
= — be supplied in time through new } I bl : tingba d Pp r 4 real harvest 
y bring a torpedoed tanker into|, tia Islands of Melanesia. What they leavy blanket cloths, rongbone tweeds. Sizes tan leather uppers. special, Black grain 
CANADIAN ARMY j construction, . | large collars, double 29 to 36. Solid bend leath al, Black gratr 
| port was told here yesterday | have in the mandated islands to eather or retan leather 
OTTAWA, Oct, 14—(CP)—Death |! : : NA agviies and single breasted, sewn and pegged uppers with ee 
Three officers and 11 men made} | the north is not known | heavy esmond lined soles. Sizes 1 to 5's. Yass bea ties Ay PERED 
of Sve smembera ot macs 1 a te the fight, whistling and singing 0 dier C harged | Only recently the Japanese had | Sizes 32 $9. 95 ( s “$1.97. Harvest 2 61 Plain A ansee ® 
seas army was reported today by|1. wing well that a chance spar 30,000 men at Rabaul alone. It is to 37 $ Sale, Pr. je rount ; 
a f Q F: ance spark » a ta 1! alone 1S | e . counter, Harvest 
ational Defence headquarte in| could stay tat rusian Gee ilah With Murder in | their biggest base in the southwest | —Bargain Basement | —Bargain Basement errhp ree —Main Floor pan $2 93 . 
he 7 2 Vv 4 alty list o } °s os jj San by s a D 3 ° 
Oa 170th army casualt f the! octane gasoline that enveloped the Death of Driver)! elf and they are improving, it ED en Sr Pal +... eae 
hulk The fight went on for five ~ANCOUVE ye ) cor@tantly at is the reason for 14.95 Rove’ joys ‘0 $5.95 Boys’ 
One of the five men was pre 5 Das neHete ications VANCOUV\ ER, Oct 14.—-(CP)—/ the incessant raids ihareuhunAiani: $14.95 Roy Wind- Pain oneNcud —EE 
viously reported missing but now | @! Sl as th Robert Beatty, 23-year-old soldier, | ,, pan é B a ; 
; 5 watched from the deck of an es ; can land-based bombers, which are eather To $8.95 Men’s 
is ‘reported to have died of wound t 1, th t me “did i ite late yesterday was charged with| able to use Port Moresby on New > Cc t breakers BOOTS eee TBE. 
' ort vesse ve fumes gnite, = : ; | 
while a prisoner of wa One other a hay RATTAN e RS preg | the murder of Philip Davis, Van- | Guinea as a re-fueHing place on oats Heavy doeskin, Black or brown re- BOOTS 
soldier died of wound and three | @" ; le hu wen ou MTOM) couver cab driver their flights from Australia It is y Genuine horsehide fully Uned, zipper tan leather uppers, 
: in flame The 4 7? A pte ‘ ibd : #e bree. ' - 2- . A 
other died A t pacitt W. R. Brust. who com hy soldier, who had been absent | certain that these attacks will be | full length warm lin- sont ain posh { se vat Ae Pere etebiown all 
Toda list also included the mrandadhthalanaw ftald cilia tate without leave since leaving a local) continued, and they are causing , a aes cue OOF ALS shades. Sizes 6 to : and pegged pers with long 
names of two men previously re 44 5 army barracks Sept. 17, had been| much loss to the enemy. who has Benge aah izes ad BOE ee ss groved leath- wearing waterproof 
ported missing and now reported | after bringing the crew, some of| held by police since Saturday on! heen forced to abandon his attempt DS RRAF _ MACHINAWS Is, Sizes'1 to Jeather soles. 9- 
safe, and two seriously ill whom had never been on the} other charges. Police said he was! to take Port Moresby $2. 95 Sizes 26 to 36, _Harvest inch height. Har- 
The list raised to 4,730 an unoffi- | * ater before, back to its base carrying a .38 calibre revolver at Observers do Not think the e $4.69 ' $3. 96 Mar er $5. 36 
cial count of Canadian soldie re The walked into the face of] the time, and that it had been Maer uve delivered their Barg. Basement Barg. Basement Main Floor —Main Floor q 
ported dead and missing since the| death, whistling and  singing—|stolen from the Seaforth armory | leat Rent Unch In the south 
war began. The figure, subject to's | What a crew!” Brust said here |< rest eaettion Ene they eeantetS | BUY THE BEST at thee most ATTRACTIVE PRICES" 
margin of error, includes the Hong City police said Beatty was ex-| ti = “ 
, : . : ng in the Marshall and Gilbert | Boys’ R 
< > force « 98b except for 529! € 2° * acta: yey par > av eg. Up to 9¢ M 
Kong force of 1,985 except f ) 2 Nazi Officers pected to appear Wednesday in islands, for instance, is not Men's Dress $2.49 Teaicst 49¢ Men's 
known to be. prisoner and in a provincial police court at nearby | k n Longs , ; Ww k 
idan ti H . y Capt od After whee tee , : “| Known, SWEATERS or 
eludes those who are missing at ap urec f er | Burnaby municipality, where Davis | Sanforized 
Dieppe Voges i ar Was shot through the back of the | If they are balked in the Sol | tweeds, her- All WON, Sox 
Following is the latest list of ca Ese aping ( AMP) head eight days ago omons, which they appear to be pt ae Blouse styles, 
ualties with official numbers and ROWMANVILLE, Ont. Oct. 14— a. Payee temporarily, they may try another | Al! West and weaves, Sizes Hae te re Mie 
| ‘ : } | tack By-passing the Solomons, | 'sle an 10 to 18. , ar grey, 
next of kin (CP lwo German officers ris- 1 = af oe! ‘ : 5 4 overs. Colors, 

OVERSEAS mina a Bhs - “pbs Seyret ste Conservatives they could push down from the | Hea 44¢ 2 49 Sizes 12-20. red top, 
ee : , y ai "I ° ‘ 3 Gilberts through the Ellice Island | 4 ¢ $. o heavy ribbed 
PREVIOUSLY REPORTED MISSING., ment camp, escaped unday morning | Forth Groups to group to attack Samoa and the | erty Floor Bargain Floor 34 
NOW REPORTED DIED OF WOUNDS. but were captured within a mile of | . e ° ;> . d FI ¢ 

, s, gett { 5 e | Basement oor, 
WHILST PRISONER OF WAR the camp, it was announced yester- Examine Policy yu 4 ing at the supply line 
Central Ontario Regiment da . OTTAWA, Oct. 14—(CP)—In line ' REA It Vv t 
Bruce i, Pte ! Lillia It was said the officers, confined | with a suggestion of Rt. Hon. Ar 4d 
: ge 1 Regular $1.49 
Bruce ( overnight in a guardroom outside |'thur Meighen, national party Jead- T 0 Arrest Japs Girls’ Tweed Coats GIRL ? DRE He. ra 
DIED OF WOUNDS he compound, escaped while be-|er, constituency Conservative asso- | In Cc oa tal Area | , Ss S8SES iim ahedo and 
Corps Troop taken back to the compound) ciations have been asked to S ¢ _ | Heavy tweed materials, mannishly styled in a uray made,’ a Pines: cream rib knit 
M ' _ p ng c ‘ velvet, 
Be i er) with other prisoner establish study groups to examine A fter Evacuation Teter wescearrison a ee ee Many styles to choose i ard to min 
a Thin | Guards noticed their absence a party policy, it was learned yester PANGAITIOR at aad Wes ‘ ‘ PERRY CUE NG C9 77¢ sleeves, long jes 
Royal Canedian Artiller | short time later and found them) day , . » VC Te ye ee : 
o \ : 1 wa lying in deep grass on a farm south| Suggestions from these groups | Austin Taylo:, chairman of the To $3.95 Ladies $1 0 95 . Children’s $1 19 
: : 1 f the camp. They did not offer re | will be transmitted to a resolutions | British Columbia Security Com- Arch Shoes ad WARM PYJAMAS be 
( F 5 ance and policy committee and will } , ; - Here are shoes you 
Roval Canadian Arn ryice Corps \ come before the party's national mission, said here yesterday that | will be proud to wear Good weight fiannelette in 
More ¥ 1 D P ° ° e convention on landarship and solicy | Just as soon as the last Japanese anywhere. Black kid Rae Lat pawerned Govlgys. 
Moreau (wite), ( Smuts in Britain pete AR SEE AS POUCY | have been moved out of the Van: leather ties, wW4lking, rettily trimmed, Sizes 2- 
1 1 4 at Winnipeg Dec. 9 10 and 11 couver and Fraser Valley area military heels, scien- play. Men's 4 
yal Canadian Ordnance my = ‘ > 2» ’ _ | Pol ? ° b ‘ tiliecally constructed SNS S| v. . s 
Van A Dp F ; ! I or ( onfe rences “any who are found in Vancouver for comfort, Sizes 3 to WEATERS 
Fthel L Binste y | Barbers Seekin and Burnaby will be subject to im- | 8) hes Is* Pullovers, long 
Attar. n ar Strategy | e Gir 
. P 5 Adj t {| mediate arres! He said less than Special, Coats sleeves, crew 
PREVIOUSLY REPORTED MISSIN( LONDON Oct. 14,—(CP) — rice justment ,,, Japanese remain in the lower Tain Floor —Main Floor neck 
NOW REPORTED SAFE | Prime Minister Jan Christiaan VANCOUVER, Oct, 14.—(CP)—| mainland area » fe ee ALL SHOES Beda warn 4 
Regiment de Quebec Smuts of South Afriea has arriv-| Clarence He-cett, secretary of the ———V Shoes taken from higher flannelette. Caracul Children’s . 
He Hu ed in Britain for war talks and is| Vancouver Barbers’ Union, said ‘ ® priced range and reduced 5 
* a svg are > 6 collar, Sizes 4, 5, 6. 
muss fathe t. I e Re expected to stay for more than a} here yesterday on his return from Gene ral Dies j All sizes $1.67 =a NIGHT GOWNS ~—Main Floor 
af 7X G e ‘ week, the dominions office an-| eastern Canada that the Wartime RENO, Nev., Oct. 14 (AP) | Harvest epee wine Neatly trimmed flannelette, with 9c 
Mor nounced last night | Prices and Trade Board in Ottawa’! Brig-Gen. John Henry Parker, re- | 249 Misses’ sleeves, Prepare your 
, . ; ry ‘ To $2.49 Mi e children for a long, 

SERIOUSLY ILt The 72-year-old South African| had been asked to permit “a re- | tired, 76, known as “Machine Gun SCHOOL SHOES ain 

Royal Canad er eryi son | ; F | : cold winter at barg E 
a nadia my pervin® Lory leader in a statement said j adjustment” of barbering prices | Parker,’ because of his efforts in| Fall and Wines ty lous —Second Floor ® prices. Sizes 2-12, Each 

a, e ( Hon. ( The stage we have now reached, across Canada advancing the machine gun as an} > Ruy ney ® Mi gave: M NEWS 
Scotia in the war calls for a careful re-| - -V— Jarmy weapon, died last night. In Harvest Special $1 66 See Our 4-Page Flier De 

Manstlén 6 4 Corps view of the course before us and Canada’s tobacco plantings in 1942/1903 he organized the first model | Pair ® lvered 12 sa Home 

what little I can contribute in that showed increase of six per cent inj) machine gun detachment of the} —Main Floor C | Tt 
Roy, Leo Elzear R ¢ 5 8 

(father), North Bay jcause will be most gladly given. ‘| area over 1941, army, "in da la. lle, ar 4 te tm tm as 
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New Hours For 
City Schools 
Set by Board 


Alterations in school attend- 
ance hours have been agreed 
upon and will become effective 
beginning Monday, Nov, 2. 


This decision was reached at a 
meeting of 
School board Tuesday night. The 
new hours were recommended by 
R. S. Sheppard, superintendent of 


where the problem is less acute, 


opening hours wiil be at 9.20 and | 
930. The schedule for high schools 
Is 

Eastwood, 9,15; McDougall, 9,30; | 
Strathcona, 9.15; Technical, 9.30; 
University, 9.15; Victoria, 9.20; 
Westglen, 9.15 

All intermediate will open at 9.15. | 
and pupils in the elementary grades | 
in these schools would assemble at 
this time. | 

Because pupils in elementary | 
schools are quite young and in most 
cases have considerable distances 
to travel, it has been thought ad- 
visable to have these schools as 
semble at 930 and to reduce the 
length of the teaching day by fif- 
teen minutes 

This reduction will not seriously 
affect the amount of instruction, 
and is in accord with the standards 
of the department of education, Mr 
Sheppard assured the board 


SHORTER NOON HOUR 


Because of these changes, the | 
noon hour will be shortened, and 
most schools will now have an) 
hour and a quarter for lunch time. | 

After accepting Mr Sheppard's | 
recommendation, the board voted to | 
acknowledge a letter received from 
Mrs. John Carmichael, 9821 91 Ave., 
and explain the action to her | 

Making a plea for a longer noon | 
hour because of the distance her 
eight-year-old daughter is required 
to travel to attend the King Edward 
school, Mrs. Carmichael said 

“Now since the clock manipulat 
ors have sincere parents worried 
into a state of mental confusion 
knowing our streets are no longer 
safe for young people even in day- 
light, | suggest they see to it that | 
n order is carried out through the 
Dominion that all clocks be set | 
back one hour, and leave school | 
hours at standard, honoring the 
custodians who set them, and who 
T have no hesitation in saying, must | 
have possessed a greater sense of 
responsibility than do the present | 


ones 


The board voted to permit four 
trustees to attend the convention | 
of the Alberta school trustees’ 
association to be held in the city, 
October 18 and 19. The four | 
selected are R. L. Sutherland, 
Mrs. |, Ross, W. G. McConachie 
@nd Louis Hyndman, K.C, 

A resolution was aiso passed to | 
renew membership in that organi- | 
zation. } 

It was agreed to allow a grant for | 
the community league rinks, which 
will be approximately $1,900 as 
based upon last year’s expenditures | 
by the community leagues, boys’ 
hockey rinks, and commercial rinks. 


VACCINATION DATE 


Dr. G. E. Swallow, medical in- 
spector of schools, reported that the | 
date for vaccinations has been} 


Official List 


R.C.A.F, 
OTTAWA, Oct. 14—(CP)-—The 
Royal Canadian Air Force in its 


394th casualty list of the war yes- 
terday reported five men killed on 
active service overseas, two missing 
and believed killed during air op- 
erations overseas, and 19 missing 
afier overseas air operations 

The overseas section of the list 
also gave the names of eight men 
previously reported missing and 
now for official purposes presumed 
dead, and one man dangerously ill. 

Two men were listed as killed on 
active service in Canada, one as 
seriously injured in an automobile 
accident in Canada, and one as 
dangerously ill from injuries suf- 
fered in an automobile accident in 
Canada 

Following is the latest 
casualties with official 
and next-of-kin; 

OVERSEAS 

KILLED ON ACTIVE 

Henry, 


list of 
numbers 


SERVICE 
PO 510877, 
Origene Lacerte (father), 467 Des 
Meurons St., St, Boniface, Man 
Poupore William Marshall PO, 
18952, Sqadn. Lar. W. E. Poupore, MC, 
(father), Western Air Command, Vic- | 
toria 

Smith, Lionel Vernon Osman, PO, 
79513, Mré. Josephine Thomson ‘moth- 
er), El Paso, Tex 

Turves Frederick Willian PO 
10880 G. Turvey (father, RR. No 
1 Marshall, Sask | 
Coombs Elliott, Sgt, R104389, 
Mrs. J. F (wife), Kingsville, | 
Ont 

MISSING, BELIEVED KILLED 

DURING AIR OPERATIONS 

John Howard, WO, R67697, 
Patterson (mother), Chicago, 


Lacerte, Charles 


John 
Coombs 


Patterson 
Mrs. J. B 
1 


, Albert Fargher (father), Wind- 


MISSING AFTER AIR OPERATIONS | 
Frame, Robert Hicks, PO., J10326, D | 
C. Frame (father), 193 Beach Drive, | 
Victoria 
Morris, Claude 
PO, Ja794, R. W 
35th Ave., W. Van 
Vanie Eugene 
Re 1G. W 
sérrat, BWI 
Barlow Lawrence Daniel 
Sgt, R83050, Luke Barlow 
Burke, SD 
Culp, Reginald Harley 
A. B. Culp (father), Beamsville 
Frase Chipman Cameron 
Set R76371 ¢ S. Fraser 
Little Harbour, N.S 
Heath, Harold Edgar 
s Heath (father), 


George Pass. Fit Set. 
| 
| 
! 


Reginald Frederick 
Morris (father), 3976 | 
couver 

Dunlop, PO 
Vanier (father 


16001 
Mont 


(father) 


RISi22 
Ont 
Dawson 
(father), 


Sct 


Set, Rlo4760, 
$170 Holt St., 


RS4835, 
Falls, 


ichard Arthur 
tson (father), 


Set 
Grand 


t, lan Craigie, Sgt, Rédsd7, J 


the Edmonton Public | 


schools, after he had conferred | | 
with the principals. | 
HOURS ARE SET | 

High school in districts where | | 
there is no serious transportation | | 
problem will open at 9.15, and! | 


| equipment 


| Annie Lister 


} ter) 


Patrick, | 


| Reported Missing | 


Bt 


Flight-Sergt. Alvin James 
Matches, son of Councillor 
and Mrs. James Matches, 
Shallow Lake, Ont., is miss- | 
ing following air operations | 
over enemy territory. Only 
19 when he graduated, he 
was ‘believed to be the 
youngest pilot to obtain | 
wings in Canada. He made | 
at least 19 flights over Nazi | 
territory before being shot 
down, 


changed from October 22 to October | 
29 | 

Dr. Swallow also stated that dur 
ing the month of September, 573 
complete physical examinations 
were made in with more 
than 18 per cent of those examined 
in elementary schools being found 
underweight 

The board heard from W. T. Tait, 
attendance officer, that total en- 
rolment in September, 1942, shows 
a decrease of 222 in public schools | 
from September, 1941 

In high school, there is a decrease 
of 248 pupils. Intermediate schools 
reveal an increase of 110, while 


schools 


| there is a decrease of 84 in elemen- 


tary school 

It was suggested that this mark- 
ed decrease might be due to the 
present occupation of some stud- 
ents in the harvest fields, while 
others had expressed a desire to 
go to work. 

There are now 40@ rooms in oper- 
ation in the schouls, which is nearly 


| aS many as last year, Mr. Sheppard 


said 

The cost of allowapces for sick 
leave and other absences from Jan- 
uary to September, 1942, exceeded 
that cost for the same period in 
1941. Cost this year was $8,127.59, 
and in 1941 it was $7,385.33. 


ACCEPT PROPOSAL 

A recommendation by the finance 
committee that the words “Roman 
Catholic” as appearing in the 
School Act should be interpreted 
tg include Ruthenian Greek Cath- 
olic as well as Roman Catholics, 
was accepted by the board. 

The present practice af the 
board in dealing with the addi- 
tional allowance of $50.00 cost-of- 
living bonus for a dependent or 
dependents will be continued, but 
there will be only one such addi- | 
tional sum allowed in those cases 
where two members of the same 
family are employed by the 
board. | 
It was voted to purchase some 

for the dental clinic 
upon the request of Dr. Swallow. 
ur heh ee 
German authorities stopped a 
Bergen, Norway mouth organ band | 
playing the “Stars and Stripes” aad | 
“gave them a tongue lashing.” 


Of Casualties 


Winona, Ont 
Set, R81459, 
(wife), 818 12th 


D. Lamont (tather), 
McArte Ginville, 
Glenville MéArter 
Nutana, Saskatoon 
Miller, Terris Haggie, Sgt. R72545, 
J.C. Miller (father), Queen’s County, 
PE! 
Ridde Warren Henry, Sgt, R54463, 
John Ridder (father), Astoria, N.Y | 
Robertson, Andrew Craford Stark, 
Sat. RISE99 Meldrum Robertson 
(father), Toronto 
Samuel, 
Ross (father), 
Court, Winnipeg 
Royle, James Arthu 
(fathe 


Mrs. | 
St. 


R71069, Andrew 
11, Chelfenham 


Ross 


Sat, 
Sulte 


R237, | 
Falls 


Set 


Niagara 


Joseph Norbert, Sgt., R55549, 
/. Tapp (father), Barachois, Gaspe, 
ue | 

Thompson, Robert John, Sgt., R82287, 
S A. Thompson (father), Ottawa | 
R8778)}, | 


Walls, Raymond Ben, Sat, 

Mrs. Benjamin Walls (mother), 1616 
Hampshire Rd., Victoria 

Morgan, Rhys Hallam Fit. Sgt, 


ReE350, Mrs. Charles Morgan (mother!, 
St. Catharines, Ont 


PREVIOUSLY REPORTED MISSING, 
NOW FOR OFFICIAL PURPOSES 
PRESUMED DEAD | 
MacAllister, Gordon Dale, Wing 
Cmdr, C169, Mrs G, D, MacAllister 
(wife), Barrie, Ont | 
Cowperthwait Lonsdale, FO, J3726 
Mrs. EF. Copwerthwaite (mother), Lon- 
don, Eng 


Lister 


PO, 74706, Mre 
St, Catharines 


John Erhest 
(mother), 
Ont 

Phillips, Edmund 
RAO734. Mre CA 
14th St 


Cecil 
Phillips 
T3387 Edmonton 
Piers, William Stapleton, Fit 
RS8087 A ‘5s Piers (father), 
mount, Que 
Robson, Melvin Peter Frederick, Flt 
Sgt., R65615, Mrs. J. T. Robson (moth- 
er). Vernotr ont 
Vezina, Joseph Fernand Paul, 
Set, RA2799. Miss Gracia Vezina 
Shawinigan Falls, Que 
Lenover, William Beverley, Sgt, 
R83012, Mrs. T. C. Lenover (mother) 
Northwood, Ont 
DANGEROUSLY ILL 

Leigh, Noel Arthur Sgt, Re6244 
N. A. Leigh (wife), Minden, Ont 


CANADA 
ON ACTIVE 


Patrick Ernest, 
Joseph Maguire 


Fit, Set 
(mother) 


Set 
West- 


ville 
Fit 
(s15- 


KILLED 
Maguire 
R120050. M 
er), Montreal, Quebec 
(LAC Maguire was 
r Yorkton, Sask.) 
MR, LAC 
M. E. Woozley (father) 
Surrey, Eng 
SERIOUSLY INJURED IN 
AUTOMOBILE ACCIDENT 
Zarowny, Edward, Lac, R142725 
Zarowny (father), Coleman, Alta 
DANGEROUSLY ILL AS A RESULT 
OF INJURIES SUSTAINED IN 
AUTOMOBILE ACCIDENT 
Wagstaffe, Patrick Lawrence, AC 
R185347, Mrs. V. F. L H. Wagestafte 
(mother), London, Bng 4 


SERVICE 


LAC 
({moth- 
killed Oct 


Woortley 


RAF! (70856, J 
Richmond 


John 


EDMONTON BULLETIN—ALBERTA’S OLDEST NEWSPAPER—-WEDNESDAY, OCTOBER 14, 1942 


What Council Did 


| 


Postponed discussion of the 
recommendation of the bylaws com- | 
‘ : | 

mittee* that smoking in street cars | 


be prohibited after 8 a.m. for the} jeace option given the Glenora| 
tu April 30, and Skating. and Tennis Club Ltd., to 


period from Oct, 1, 


club would be erected. The build- 
ing would be erected by the 
American officers serving on the 
station here, and at the conclu- 
sion of the lease would be do- | 
nated to the Red Cross or some 
similar organization. In addition 
to granting the lease at a nomi- | 
nal figure city council nsembers | 
agreed that an annual grant equal 


PAGE NINE 
ROAD REPORT 


A.M.A. Safety Slogan; Don't 


gamble with death; drive care- 
fully, 


fion of City Engineer A, W, Had-| 
|dow that the lane east 110 street | 
|from 98 to 99 avenues be graded | 
Ieee gravelled 


City Rinks Get Guest Speakers at | 
Utility Grants Teachers’ Meeting fi" *" “"" ™* “ 


Community leagues operating | 
hi g per z Among the guest speakers at the | weather and good roads are report 


rinks in Edmonton will receive} ~) 
| Edmonton teachers’ convention to} oa fr r *her Jarrhead, 
similar grants in utility services this ed from Edson, Cherhill, Barrhea 


Referred to the finance commit- 


to taxes on the property and im- 
Ltd tee the recommendation from the 


| 

We ce | 

| 

provements be made to leasees, | 


Oo eae « | city commissioners that $2,000 be fall and winter as pertained last | D@ held here, October 19 and 20, 1s| Rochester, Lac la Biche, Waskate 
Renewed for three years the! placed to the credit of H. F. Me- Gaby, the city eoundll at its meet-| F. G. Buchanan, superintendent of "#u, Hay Lakes, Thorsby, Atha- 
Kee in the civic pension fund to | ing Tuesday .evening, unanimously | Calgary schools. bes Neate onan 


At Rimbey, weather is cloudy and 


ag aa) aSSIiSt2 a y . = 

|that for the time smoking is per- te-purchase the plant and premises Bioy igen My) wie: 8 oe Meare ° [We seeeontionci” teatire’ oh wom: shat pie eae at a oe Mise roads rough. Weather is cloudy 
mitted, this privilege to apply only|Mow occupied by the club. City $20 monthly, The retirement o srinite- leadite Work : Kaitae th Siig _SUSS/ and roads good at Two Hills, St 
to passengers in the rear vestibule |Commissioners pointed out that) Mr. Kee from the civic service [oy areal | mal ax ol will tbe ates nor) paul, Chauvin, Viking, Czar and 
of the car. considerable improvements have) three years prior to his regular | ,), ae sh AC da te " i ee Ri bet At aaieste Ma hd the | Bashaw Chauvin and Viking also 
68 been made by: the club in recent! retiring age, and the erdudus Hee | ocets oy tes Wil) be given a grant | convention report a light rain during the last 
reese 9 ag up to $100 in utilities: class B rinks At a banquet scheduled for the} yo vhile heavy he 
Agreed to the request from | Years. geek cs | ture of his duties during the de- | 1, to $50 and class C rinks $25. In| teachers, Dr. W. G. Hardy, of the all egtiany aa a dem pa 

commissioned officers of the Pressing years are given by the | addition, if the public school board | University of Alberta, will speak on fallen at Caar. Y 
American Air Force for the lease | Renewed the contract with | city commissioners as reasons for | follows the lead of city council, cash | “Ancient Minoan Civilization.” He wage : ‘ij rorrven harass: ar 
of five lots in the Westwood sub- | Mutuel Coal Sales for the supply | their recommendation. The ques- | grant of $75 will be given to class | will illustrate his lecture with! ,.. weden a rationed ose elec: 
division on which an officers’ | of the city’s coal requirements | tion is being referred to the fi- | A rinks: and $50 to the class B and | slides. | eLesty £08 Pied en Se, 


The banquet will take place in| 
Federe- | Cost of the proposed grants to the | the Corona hotel, Tuesday night, | 
| city will be approximately $6,750, | October 20. | 


for 1942-43, the price basis to be nance committee at the request | C rinks 
the same as last year, The com- | of the executive of the 
missioners, in recommending the tion of Civic Employees. 
renewal of the contract, stated | hg oad land should the school board decide ~~ -—-V-- 

that “its renewal is favorable” | Answering a question by Ald. F.| to renew the cash grants this year PLASTIC DENTURES 

and recommended that the new | J Mitchell the city commissioners | the amount expended by that body LONDON—(CP)—Replacing rub- | 
contract run until September 30, (intimated that the administration) will be approximately $1,850. Ker in dental mechanics, plastics | 
1943, | building at Edmonton's airport will} Views }made of acrylic resins are being | 
|} be ready for operation on October} Another wave of Jewish arrests|used for dentures throughout Eng- | 
21 next. | has swept Nazi-occupied Norway. land. 


Get Reilet Tonight 
Stuffy, mucuschoked 
nostrila..blocked 
Dasal es...can't 
breathe properly... 
sleep en... Try 
Mentholatum for 
instant relief. Jare 
and tubes, 300, 3 


MENTHOLATUM 


COMFORT Doly 


see | 
| 


ives 


Concurred in the recommenda- 


. 

Will C 0 7 h N i ] S i | 

gain—from coast to coast—the broadcast which has made 

“Hockey Night in Canada” a national institution will provid 

e | b d e ° l | e I e 
essential week-end recreation for millions of isteners 

Wuen the director of National Selective Service, bankers, railwaymen, shop and office workers—and _ in ordinary times—and we need mental recreation - 
Mr. Elliott M. Little, announced his official sanction thousands of others who would be hard toclassify—- | even more than physical recreation. If we can’t all 
of professional hockey on September 15th, his an- join weekly with the+men of Canada’s fighting get out on the ice and push the puck around, we 
nouncement automatically renewed Imperial Oil forces, at home and overseas, for an evening of _ can still find mental recreation from just attending 
Hockey Broadcasts for the season of 1942-43. thrills without tragedy-——of battles which do not the games or listening to the broadcasts ... and 

Early in the summer, the National Hockey League _ Dring disaster if they are lost. that’s the kind of recreation we need most. * 

had already decided to carry on, if official permis- For ninety flying minutes, two million Canadians And so—for at least a couple of million of us, in 
sion were granted, with the best available players forget their worries—pull for the team of their these high-pressure days—Hockey Night in Canada 
not yet required for military or other essential choice—razz the referee—join the Hot Stove League is ‘‘just what the doctor ordered.” 
service. Even earlier —in fact, just after the final in arguing over the rules—and try to guess in x ‘ 
playoff game in the Spring— Imperial Oil had advance the ‘‘Three Stars” of the game. And from « *, 
publicly announced that it would again provide this weekly period of recreation, they gain new P ve A ; 

‘ aA ; for 

broadcasts of the games, if the N.H.L. should energy for the grinding drive of the coming week. But in addition to the entertainment provided 
i ; so many fighting men and civilians — both at home 
continue to operate. So when official approval of x I ial Oil Hockey Broadcasts 
professional hockey was given on September 15th, * * ae A es ava a an Agi eahitntia to 

both the games and the broadcasts were thus Practically everyone, in all the warring nations, aye aoe ohig ee Aga ee as well. For the t 
automatically assured. is overworked these days. When we are overworked Seve Wabaca, it e508 : y i i per 

: : two seasons, Imperial Oil has given up most of its 
x and overtired, we need recreation even more than ay, u sik 
x x advertising time, and has devoted its intermission 
announcements almost exclusively to a variety of 
Apparently Mr. Little was counting on the appeals directly connected with Canada’s war effort. 
broadcasts being continued; for just a few weeks More than one hundred such appeals—on 
before his official announcement, he specifically HOCKEY GETS behalf of more than twenty different war-work 
eho the Shia Led hla filagghtint Us) and at he e organizations and departments of government 
e€ same time he to anadian newspapermen: / Z Rae oat nang ot dia aaennal onal ee 
“It may be necessary to give some consideration to fas . : 
maintaining the N.H.L. in some form, or on some ° That policy will be continued throughout the 
basis, or else we would face the problem of On September 15th, the following statement was season of 1942-43, 
replacing what it at present means to hundreds issued simultaneously in Ottawa and Washington: x x x 
ef thousands of Canadians in entertainment and “While neither country (Canada or the United 
maintenance of morale.”’ States) has any intentiorgof granting exemption And 50, in just afew days we hope to be meeting 
from military service to hockey players or other 2 i ones 
But the total seating capacity of N.H.L. stadia athletes, there is no objection to allowing any most of our old friends again for another thrilling 
in Canada amounts to less than 30,000. So when men who are not subject to military service season of ‘Hockey Nights in Canada.” 
Mr. Little spoke of “hundreds of thousands | of Perma petalal Pp pedethipaiter Gee But we would also like to extend this invitation to 
Canadians,” he could hardly have been referring gage in some non-military war duty.” those hundreds of thousands who have not yet 
only to those who can actually attend a game. At the same time, an interpretive statement was joined our hockey audience: If you’ve never been 
We like to think that he must have had in mind ‘also ianiedias follows: a hockey fan before—and if you happen to live 
those hundreds of thousands in every corner of “The ruling means that professional hockey can where you can’t come to see the games — then try 
the Dominion (roughly two millions of us, Mr. continue with no special considerations having listening regularly to our broadcasts this season. 

Little!) for whom ‘‘Hockey Night in Canada” has been granted. You'll soon learn why more than a million Cana- 
been for years one of the high spots of the week in “No representations will be made in behalf of a dians wait eagerly for every broadcast, while an 
broad : : ; +“ hockey player by National Selective Service if a Airs ‘ 

08 cast entertainment — a nation-wide “recrea the player seeks deferment when he is called up additional million or two listen frequently —when- 
tion period,” helping to tone us up for another for military training. ever they have the chance. And if you’re working 
working week. “And hockey players will be subject to our too hard, as most of us are these days, we can 

Hard-driven farmers, professional men, sailors, Plea 7 Tis astray ap ca Hicks cs promise you this — that if you take them as a 
housewives, miners, fishermen, students, merchants, job to another of equal or greater essentiality.”’ regular weekly diet, you'll soon find that Imperial 
laborers, teachers, liumbermen, salesmen, civil ser- Oil Hockey Broadcasts are the best possible tonic 
vants, industrial workers, clergymen, stenographers, for false pessimism, war jitters, and nervous fatigue. 

70 Our Dealers: These Imperial Oil Hockey Broadcasts are your Wockey Goes Ouerseas. When Canadian troops first arrived in 
broadcasts. They were originally undertaken to promote the sale of the Britain, one of the things they missed most was “Hockey Night in Canada.” 
products you represent, and of the services you offer. But today, neither So arrangements were hastily made between the B.B.C., the C.B.C. and 
you nor we can press the sale of petroleum and rubber products. And in Imperial Oil, to send overseas half-hour weekly broadcasts condensed from 
any event, the Hockey Broadcast has a much more vital duty to perform the most exciting moments of each game. Similar plans have just been com- 
today, in serving Canada’s war effort to the best of its ability. But it is still pleted for the coming winter. Less than eighteen hours after each broadcast, 
your broadcast. When better days return, we feel sure your customers will Canadians in Britain will again share the thrills of “Hockey Night in Canada.” 
remember how hockey carried on — will remember the service it performed — Imperial Oil would like to express its gratitude to both the Canadian and 
and will give you your due share of the credit. he British Broadcasting Corporations for this service to the boys overseas. 
Opening Broadcast — Saturday, October 31st 
e 
me 
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he War Today 


BY JOHN COLLINGWOOD READE 


‘ A F ; 

Hun Casts Discretion Aside, Morale Wanes 
The Nazis have gone mad, with) and laborers, must be appropriat- 
the madness of cornered animals,|¢@ without delay and thrown into 
. the scales, for the balance is al- 

Men who are sure of their power! waaay tipping against the Ger 

and feel secure in wielding it in- matis : x 

variably show restraint and disci-| Wwe must not blind ourselves 
pline in all their conduct. It is Con-| however, to the fact that the Ger- 
ceivable that they may be ruthless! mans are taking extraordinary | 
ita 7 slicer he . * = - 

as a matter of policy, where ruth-| measures to redress the balance. 


Ss necessary tO destroy a 
to their authority or in- 


potential leaders of re-| 


lessness 


If a hundred million people must 
starve, German troops and muni- 

ri Fs Weta Tey tion workers will eat. If whole in- 
he se ‘ u Hed ) cart . ‘ef dustries must be moved into Ger- 
vVhich alienate ne sympa 4 , 
: va foacice Fane F many because of sabotage, ex- 
1eutrals rouse manhood in the most! nosure to bombing or the con 
craven and cannot be made to fit | gestion of transport, those indus- 
logically into any program of OF-|tiieg will be transported and the 
derly rule are symptomatic Of! German war machine, thus re-| 
mor eatin and a of | vived by transfusions from abroad, 
yna a ar Apttt will go on grinding out the instru- 
Is no discipline ments of death, 

unbridled and 


rage unchecked; and where German restraint may 
is no discipline there is no agency| Sone, German culture may have 

ough which intelligen¢e can|4isappeared and emotional dis- 
exercise control. The end of the| cipline broken down, but the Ger- 
Naz! regime is near Evidence of | ™an will to survival is very strong 
approaching end is not want- _The drastic measures which the 
ing. The Hun has thrown discre- Nazis are now adopting may in- 
tion to the wind, and because he dicate the seriousness of their 
knows his time short he grabs plight, but they also mark the ex- 
he can today. heedless of the| tent to which they are prepared to 
he is accumulating for| 8° to escape defeat. 

Even in their present debauched | 
condition, the German rulers re- 
invitation reprisal, cannot veal cunning and resourcefulness, 
him a particle in winning the | and they are now preparing dread 
or in establishing respect for| {ul trials for British and American 
The forces. Our main hope of escaping 
for| the stunning blows which the Ger- 


challenge 


timidate 
org 


loss 


Th where} 


feelir is 


passions | 


there have 


i ee Ge 


the 


is 
what 
heritage 


ENEMY LOSES HEAVILY 
IN VAIN ATTEMPT TO 
REACH BLACK SEA COAST 


tomorrow 
The shackling of prisoners with} 


. 
it to 
aid 
wal 
a new civil order in Europe 
substitution of compulsion 


BLACK SEA 


collaboration n Jenme will| Mans are planning to deliver is > F R k B d 
cere. ma. long-term policy, Hith-|t attack soon and. strike hard. 1 LB OF NOCKY board 
erto the Danish people have sub-|!8 not a question of Russian sur- G RENEWED NAZI ATTEMPTS ROCKY MOUNTAIN HOUSE | 
mitted patiently to German de-| Vival; it is not even a question of " yy FO REACH GROZNY STRONGLY —The board of trade, at its regu- 
mands and worked peacefully in| Whether, six months from now, the Miles 100 RESISTED, BUT SOME lar meeting, appointed Findlay 
the service of the German REL | ed he Hutte: WHT FHeTIE FR Lh GROUND LOST Barnes, supervisor of the school 
BALANCE TIPS AGAINST HUNS| ‘The Germans will not be able to ey £1 y ciel n. SAWilithe ie ie 
If the Germans had any hope for| move great forces out of Russia FIELDS ff PIPE LINES liams principal of h i h Ki 
the future, they would extol the|for many months, if ever. Whe: 1936, has resi Ais yd 
Denes and shower them with re-| But modern technical develop- | moved to Saskatche an ~ 
wards, pay special heed to their| ments make it possible to place in|Isles,‘where the antagonists are|qlarters over the singleness of | Dore 
A protest was read trom the Al- | 


separated from direct contact by| purpose which animates the gov-| 
stretches of water, it is not man-!erning councils of the United Na-| 
power so much as the imaginative] tions and the European theatre of | 
and daring use of mechanical/ war. If caution and prudence and) 
power that will decide the issue lan insistence upon sticking to the! 
The enemy is at the lowest point| blueprints were gaining the upper 


the hands of one man an unbe- 
lievable power of destruction, and 
move that power so swiftly from 
one point of application to an- 
other that his range as well as his 
power becomes terrifying. This is 


comforts, and flatter their suscept-| 
ibilities that they would be a} 
shining example to the stubborn 
and rebellious nations of Ger- 
many’s good intentions and the 
advantages to be gained by col- 


so 


laboration, a truth which has special signifi-| of the current cycle. But time may|hand in the councils, the Ger-| 
But the Germans cannot afford|cance in theatres of war where|bring him a reprieve and permit| mans themselves must have ad-| 
to invest in the future. Their|the population and industrial| him to complete the work of sub-| ministered the cure. It has been} 


nerve centres are massed in very 
small areas. In the vast stretches 
of Russia men are needed in mil- 
lions as well as powerful weapons. 


needs are urgent. They must steal 
and pillage. They are living en- 
tirely on salvage, and that is not 
enough. The food stores, machine 


man resources of Europe for the|is a man who knows everything | 
one immediate purpose of destroy-|and understands nothing. Like all} 
ing Britain and all the American) such aphorisms, it contains the 


tools—everything of present value But in the confined areas of| forces accumulated there. {germ of truth. | 
in Denmark, including soldiers! Western, Europe and the British Doubts have been sown in many! {t is feeling which drives a man| 
a = re ——|to action, It was an upsurge of| 

feeling in Britain that made the| 

splendid improvisation of Dun. | 

kirk possible. Now that Germans 

are maltreating British prisoners, | 


a weve of hot anger is sweeping 


the country. 


not compete with the Germans in 
the matter of reprisals. They ihiold 
many more. prisoners of ours than | 
we do of theirs, 


considered only as challenges to 
ingenuity. Mr, Harold Butler, Brit- 
ish Minister at Washington’ in 
charge of information § describes} 
the German fettering of British 
prisoners.,as a moral pick-me-up 
designed to siir up hate and liber-| 
ate inert emotional forces in the 
German people. But, as a weapon 
it cuts both ways, for it will arouse 
the slow anger of the British, and 


when really stirred the British} 
anger can he terrible. 

Miss Dorothy Thompson 
gested yesterday that President 
Roosevelt's’ statement of 
policy against 
good propaganda, She said that, if 
the German people could be con- 
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NEW GERMAN THRUST 
DEVELOPING ACROSS 
STEPPES TO 
LOWER VOLGA 


jugating all the physical and hu-|said that the intellectual German}. 


“As we have said before, we can-| 


So, now the counsels of pru- 
dence will be brushed aside im-} 
patiently, and obstacles will be} 


| presented with a gift on behalf of 


!cently after 30 years’ service with 
sug-| the C.P.R. was the recipient recent- | 


postwar | presented 
the Germans was| fellow-workers. W. Crowther made | 


PAGE TEN 


Alberta District News In Brief 


Teachers Convene — leet af MisNaD 


At St. Paul Meet On Shooting Trip 


ST. PAUL—Victim of a recent 
ST. PAUL—P. Duteau was re- duck-hunting mishap, George Jul- 
elected president of the St. Paul ien, manager of a local creamery, 
local at the annual convention of is now recovering 
the St. Paul-Bonnyville inspector- Accompanied by P. G. Delaney, 
ates held recently with 120 teachers L. Drouin, J. Markowsky, and Mike 
in attendance, Other officers re- Markowsky, Mr. Julien was shooting 
elected to the local were O. Lafleur, ducks circting eround a small 
vice-president, and J. A. Beaure- |slough about six miles southeast of 
gard, secretary. 


| | town. ; 
A round-table conference was a The hunters heard the victim cry 
feature of the convention. 


| }out and when they ran to him they 
At the joint meeting of members discovered his face was bleeding 
of the Alberta Teachers’ Associa: profusely from shotgun pellets 
Ms tion of both inspectorates, J. A. {lodged above his eyes. It was re- 
Barnett, Edmonton, general secre- | | ported that pellets from one of the 
tary of the A.T.A., and L. L. Kos- | | men’s guns had struck Julien. 
tash, Willingdon, executive mem- ———$___—_V——-—— 
ber of the A. T. A., delivered ad- | CLIVE.—F. Sloan has received 
dresses, | word that his father, who formerly 
Other speakers at the convention | farmed at Morrin, Alta. ety 
included R. Rees, superintendent | | away recently at his home at fe 
of the Edson school division: Mrs. | | dive, Montana, at the age Of om 
W. Guthrie, president of the Home years: 
and School Association; Mrs. Mar- Ss = 
tinell, Glendon teacher; Supts, Ra- 


left guard since. 
cette and Sylvestre, of the St. Paul- . 
Bonnyville division; Miss M. Simp- 
4 
Hudson's Day Company 
wCORPORATED BEY MAY 1070 


son, Edmonton. 
Store Hours: 9:30 a.m. to 6 p.m—Telephone 914 


Becomes Regular 
By Getting Orders 
Slightly Mixed 


EVANSTON, Ill, Oct. 14— 
(AP)—Over-eagerness during 


the excitement uf a game won 
the job as regular left guard 
for Alex Kapter on the North- 
western 
team. 
Midway in the Kansas State 
game a year ago, Coach Lynn 


University footfall 


Waldorf said he looked down 
the bench and said: 
“Start warming up, Alex.” 
The eager sophomore mis- 
understood, rushed out on the 
field, reported to referee, and 
took his place in the lineup. 
On the first play, Kapter 
broke through the Kansas 
State line and tossed the ball 
carrier for a 10-yard loss. 
Kapter has been a fixture at 


Rev, Father Meunier, at the ban- | 
quet, paid tribute to teachers for | 
remaining with their profession 
when so many other remunerative 
positions were open to them. 

V. 


Secretary Named 


at 


Pioneer is Hurt 
On Farm Job: 
Aged Men Help 


berta Board of Trade and Agricul-| 
ture, against the present regulation | 
of the Wheat Board, under which| 
any farmer who takes his own! 


RIMBEY—Henry Watts, 77, wheat to a mill to have flour gristed 
a resident of Rimbey since for his family, has that quantity | 
1905, is recovering from a deducted from his marketable 
shoulder injury sustained quota. The meeting asked the secre- B EAU TY E x DE R 
when he fell from a scaffold tary to send an air mail letter to 


while working on the con- 
struction of a granary on his 
district farm, 

W. H. Cumberland, 78, was 
helping him at the time of the 
accident, and another old- 
timer who has never missed 
helping with the crop harvest 
since he came in 1902, Is 
Thomas A. Iddings, who will 
be 87, Dec. 1, Mr. Iddings has 
been working on a binder 
while his son Homer operated 
a tractor that powered it. 


Two Are Honored 
At Coronation 


CORONATION — Two citizens 
were honored recently for services 
rendered their respective organiza- 
tions 

Robert Steel, secretary of the 
board of trade for many years, was 


the minister of trade and commerce 
registering this board's protest 

W. H. Schierholtz gave a detailed 
report of a recent Interview in Cal- 
gary with the member for East 
Calgary, George Ross, K.C., in re- 
spect to having Jap labor complete 
the David Thompson highway 
west from here to join the Banff- 
Jasper road. Mr. Ross promised to 
do his best to havé Japs placed in 
camps to complete the 32 miles of 
road not yet touched. | 
er 
sion are serving with the armed 
forces; R.C.A.F.—George Ropchan, 
M. G. Yaworsky, M. J. Fedoruk, 
Gerald Kruciak, Any Lukentthuk, 
| Leo Plishka, Alec Pawliuk, Mike 
| Pawliuk, W. Skoropadick, S. A 
Shope wich, John Ruptash. Peter 
Iftody, Nick Myskiw, Charies T:'m- 
|chuk; army—Peter C. Tym, Steve 
Haluschak, Thomas Demko, W. Tas- 
chuk, Frank Shymko, Eugene Sad- 
away. J. Morgan, R.C.A.F., was | 
| killed in action. 


Here for Complimentary 
Consultations 


SIGRID CARDINAL will be at our Cosmetic 
Counter for a limited time to help you with 
vour beauty needs, Learn how to heighten 
your natural charm with the famous Dorothy 
Gray home treatmerts , how to cleanse, 
lubricate and stimulate your skin in line with 
the most recent scientific thought which Sigrid 
Cardinal brings you from the world-famous 
Dorothy Gray Salon. 


All This Week 


—Bay Toiletries, Street Floor 


the board by Mayor .J. Anderson. | 
He has left to take a position as a| 
bank manager in Saskatchewan. | 


W. N. Shawcraft, who retired re- 


ly of a wallet and a sum of money | 
to him by his former | 


the presentation | 


vinced that only the guilty would | The Soldiers’ Comfort Fund com- 
| be punished and their guilt would) mittee has decided to send com-} 
be established by due process of} forts to two district prisoners of | 


law, they might be induced {O| war, W. E. Stannard and L, Twa. | 
sever all connections with the} A sum of $88.33 was realized | 
guilty rulers and their agents recently at a market day sale spon- 


Surely the time has gone by for) cored by the Ladies’ Hospital Aid. | 


that. We cannot depend for vic- Si ak, tetas 
| tory upon internal rupture in Ger ° 

many. The scarlet thread of crime} First War Vet 
against civilized humanity runs 


through every square inch of the 

German fabric 

ZERO HOUR APPROACHES 
The German people are in the 


Dies at Jasper 


JASPER—Malcolm A. McAuley 
49, veteran of the First Great War 
conspiracy up to their necks, and} died recently at the Seton hospital 
the great majority of them must | Services for deceased, who served 
feel that they are so implicated} with the 16th Battalion, C.E.F., were 
that they must either triumph as a! conducted in the United church by 
nation or perish as a nation, Their) Rey, N. D, MelInnis and at the | 
courage will fail them fast enough! graveside by W. Booth. of the local 
when, and only when, the forces! branch of the Legion. Mr, McAuley 
of the United Nations batter at the} }payes two brothers at Port Haney, 
German frontiers, and all whom) BC, and one sister at Scotstone, 


but not your family’s 
need of protection _ 


}they have oppressed clamor for} Que 
on | retribution with British and Amer-| eames 
With so many demands on your income, ——————] | ican weapons brandished in their! Canadian Daughters’ League held 
you may feel unable at present to afford hands, | a whist drive recently at the home 
the protection you want your family tol ; | SD geese gr eer ar ae an | Pe are Re UEDA aieh iat She 
ancy F y tohave | away. A great display of American} hursary fund. Honors were won 
A Mutual Lite representative will be FOR WAR-TIME NEEDS... | air, strength. was. mage: ov ey Wes: by Mrs. H. Davis and Mrs. W. Dun: | 
tern Europe yesterday, with Amer | can. Lunch was served by Miss H. | 
glad to help you with this problem. There THE VICTORY POLICY ican fighter squadrons taking pavt| Hatheson, Mrs. Skelly and Mrs. W. | 
are many Mutual Life policies designed for |’ 7/28 ARS Albas ks for the first time.! punean Under the auspices 
‘ é The Germans are in no doubt, of the Canadian Legion and local 
limited incomes that will assure protection For those who wish to combine sub- } even if we lack faith, for they) Soldiers’ fund, a whist drive and. 
for your family at a cost that fits easily stantial War Savings with adequate have redoubled their precautions | dance was held recently with Mrs 
tnoivaus hudoen More The Mutual insurance protection, The Mutual along the WW hole invasion coast, Brasnett as convener. W. Booth 
ir budget. Moreover, 1¢€ utua Life of Canada has specially devel- from Narvik to Cape Finisterre was in charge of cards and honors 
Life of Canada specializes in selecting oped the ‘Victory Policy.” The news ghee Busse is less el) were won by Mrs. Daisy Hartley, 
1 » couraging 1e yerman siese Mrs. Whitelaw 7 oo 
policies to meet individual needs ::: a Premiums are exceedingly low for the | |forees have made slight progress ae al + We Corrine :and'd 
service you will find especially helpful in first few years, while you are esting | n Stalingrad itself and increased 
. n War Savings Certificates or other war the weight of their bombardment ; 
these difficult days loans. Yet re ora is immediate and In the meantime, a new anne’ is With Those | 
Sie ace ia ss , tee a being developed against Russian * 
DO NOT OVERLOOK YOUR OBLIGATION ones er a ie 6 is lines further south. German force In Uniform 
TO PURCHASE VICTORY BONDS AND Rees OF yAUE SASS SATU OCAES have moved into the Kalmyk 
WAR SAVINGS CERTIFICATES as they mature to pey the premium || Steppes, south of the lower Volga| JASPER—James Brady, R.C.AF. 
The Victory Policy is available to 1] | between Stalingrad and Astrak | Lethbridge, and Alvin Wachter, 
every adult who is insurable. It is espe | han, This may be an attempt to| R.C.A.F., Edmonton, were guests at 
THE cially attractive to men and women with anchor the German flank on the) their homes lrere recently ,.. Rube 
modest incomes Volga below Stalingrad, leaving} Hanson left recently to join the | 
gearanitri nad sare (irinltldtwtrsncs jthe city as an island of resistance!) army at Edmonton, 
PAULUS. | pr ; to be, reduced by more leisurely | — 
sentative for complete information on | processes FERINTOSH — Sat. Pilot Louis 
the Victory Policy. Or write direct to The The accompanying map identi-| Simonson, R.C.A.F.. and James 
Mutual Lite of Canada, Waterloo, Ont fies the scenes of action and re- Barry, R.C.E., were guests of honor 
OF CANADA cords the recent developments on recently before they left to rejoin 
Established 1869 the Southern Russian front their units, W. A. Smith, a veteran | 
| BT hae a of the Riel Rebellion, presented the 
HEAD OFFICE: WATERLOO, ONT. — J| | RIMBEY.—Jack Newsom, 15, son’ men with fountain pens on behalf | 
of Mr, and Mrs, Lloyd Newsom, has of their friends . . , L. Olson and | 
Branch Office — 216 Empire Block, Edmonton, Alta, |returnea from Ponoka where he R. Saffron, R.C.A.F., were home on | 
— Vy 4 ' was treated by Dr S. J. Byers, his leave recently at ¢heir Central 
ROBT. M. MOORE, C.L.U., Branch Manager, grandfather, for bléod-poisoning of | Valley homes. 
REPRESENTATIVES: Col, P. E. Bowen, W. Stam Glover, Miss Bessie A. Langford. Wm 7. ¢ he hand suffered while he was = 
Matthews, Jack F. Nalsmith Robert W. Horn, Eddie Oldring, Cecil 1. Ho Walde) PEACE RIVER . * +” | 
REPRESENTATIVES: HW. V. Clarke, Grande Prairie; Lioyd J, Bowen, Peace River fork idling in the harvest field} TWO HILLS The following | 
of G, Odenbach. | teachers of the Two Hills Sub-Divi- 
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POSTPONMENT RECOMMENDED BY ASSESSOR 


o Revaluation of City Property During 


Reassessment Proposal 
Considered Inadvisable 
Due Present Conditions 


Recommendation was made to City Council Monday 
night by Thomas Walker, city assessor, that no revaluation 
of city land and property he made until afteli the war. 


| | Saw Today 


A. E. ORMSBY 
turning north on 104 street from 
Jasper; 


AND 

Leonard: Gregg walking in the 
direction of the Imperial Oil offi- 
ces; T. C. Schofield hurrying 
along that extra block to catch a 
street car; Gus Goumas deciph- 
ering some Greek writing; J. A. 
McCool discussing matters with 
a phone client; H. M. E. Evans 
and H. A. Craig holding a two- 
man conference on matters rele- 
vant to the forthcoming Victory 
Loan drive; J. S. McCallum tak- 
ing a final glance at the few re- 
maining green leaves in front of 
his home. 


The recommendation came to 
council as the result of a ques- 
tion by Ald. H. DO. Ainlay ask- 
ing the date of the last re- 


| assessment, and whether ad- 
vantages would accrue to the 
| city from a reassessment of 
4 | buildings. 
Mr. Walker reported that the 
last re-assessment was made in 
}1932, but’ was not completed in 


|time for the 1933 assessment roll, 
jand was not put into effect until 
|1934. Cost of the re-assessment 
|was $18,374. However, Mr. Walker 
estimated that the cost of the re- 
) assessment sought by Ald. Ainlay 
|would probably be $10,000. 


SUPPORTS PROPOSAL 
Mr. Walker said that “under or- 
| dinary conditions, in view of the 
| lapse of a 10-year period since the 
last valuation of buildings 1 would 
recommend that a reassessment be 
| undertaken. However, as condi- 
|tions are at present I consider it 
inadvisable to undertake any re- 
valuation until after the war. 

He gave the following reasons 
for this recommendation: 

1—Present high construction 
costs. The basis of the valuations 
of buildings is, in general, the 
cost of replacement less a_ suf- 
ficient amount for depreciation or 
for obsolescence. The existing 
costs of construction would not 
make a fair basis for reassessing 
property. 

2—The impossibility of secur- 
ing competent men to do the work 
and the fact that a much higher 
rate would have to be paid. 


3—It is doubtful whether a 


| 
| 
| 


| 


Jack DeLong 


Alberta's fall may not par- 
allel in many ways the au- 
tumn season in the eastern 
United States. And the in- 
sect life in that part of the 


continent is also different 
from that of western Canada 
in many ways. For one thing 
few westerners have en- 
countered that species of 
locust called the katydid. 
The katydid derives its name 
from the noise it makes 
which sounds like a continu- 
ed repetition of the words: 
“Katy did, Katy did.” 

In the New York Times, Sun- 
day edition of October 4, appears 
an editorial captioned: “The First 
Frost,” that just seems to “hit us” 
at this time of the year, despite 
the fact conditions, climatic and 
otherwise, here, do not form an 
exact parallel. 

The editorial follows: 

The katydids are silent, at last. 
They began warning of frost early 
in August and kept it up until, in- 
evitably, frost came. But the 
world still stands. And once more 
the Great Dipper swings low in the 
evening skies, low over the north- 
ern hills as though fo scoop from 
the frozen latitudes those gleaming 
srystals we find strwn over 
valley at dawn. 

Petunias, save in 
spots, are a withered memory, 
and chrysanthemums proclaim 
October. 
lowed husk and the tepee shocks 
of fodder stand in council ranks 
on the hillside. New vistas open 
through the woodlands, There is 
a sharp leaf-crackle underfoot. 

Dusk comes early. Evenings are 
long and the hearthfires simmer. 
The man on the late shift hunches 
a bit and quickens his weary stride 
against the chiil creeping down 


from the hills, he on his way home. | 
heavy | 


The 
freights, war 
night air, Offshore spray 


rumbling echo of 
laden, beats on the 
has a 


deeper bite for those who ride the | 


blacked-out patrul boats 

The nights deepen. On a 
thousand watchtowers men scan 
the glittered skies and listen for 
the distant drone of motors, 
wondering the while about sons 
and grandsons riding this night 
half way around the earth, 


The Dipper swings low and the 


war thunders along in its fourth | 


Autumn. But the katydids are 
gone, When the frost of which 
they warned so long had come, 
they-were ih first to perish. 


EXTRA SPECIAL! 


Filtered Cleaning and Pressing 
LIGHT COATS 


PLA 
Cash and Carry—Delivered @e 


Dollar Cleaners 


PRONE 23513 


Corn ripens in the yel- | 


| 
| 


| 
| 


j 
| 
| 
| 


| 


| 
| 


the 


sheltered | 


revaluation of buildings would 
result in any large increase in 
the assessment. There may be 
cases where houses which have 
been turned into suites are es- 
caping additional assessment by 
reason of the work having been 
done without permit. In many 
cases, however, such alterations 
do not ‘result in any substantial 
increase in the structural value 
of the building and by no means 
all such changes have escaped 
our notice. There would also 
be the matter of a further de- 
preciation allowance on all ex- 
cept new buildings. 

4—At the present time there 
are a very considerable number of 
buildings in an uncompleted state 
and which will probably have to 
remain so until after the close of 
the war. 


REOPEN LAND QUESTION 


5—A revaluation of buildings 
would reopen the question of the 


{land assessments and it will be re- 


called that in 1934 a second as- 
sessment of the whole city was 
made necessary by reason of de- 
cisions of the Alberta Assessment 
Commission on appeals. As a re- 


sult the tax rate for 1934 shot up| divisions in Edmonton 


to 64 mills as compared with 50 
mills in 1933, Under war condi- 
tions it does not seem advisable 
to incur the possibility of a rt- 
petition of such conditions, 


Wartime Board 
Names Official 
Calsary Area 


A. W. Trickey, of Calgary, is to 
be representative in that city of 
the Wartime Prices and Trade 
Board, it was announced Wed- 

«nesday by Walter S, Campbell, 
regional representative of the 
board in Alberta. 


This appointment was made to 
fill the vacancy caused by the re- 
cent death of A. Fraser Little, form- 
erly of this city. 

Mr. Trickey has held several im- 
portant posts during his business 
career, He entered the service of 
the Massey-Harris company in Tor- 


| onto in 1897 as assistant chief clerk, 


and later became secretary to the 
general superintendent. 


| In 1910, after being transferred to 


{branch manager and from 1926 to 
1931 he was branch manager in 
Winnipeg. He@then became city 
manager of the Calgary branch of 
|the North Americap Life Assurance 
Company. 

a 


Police Investigate 
Theft of Canaries 


City police were notified Wed- 
nesday of the theft of 15 canaries 
from the home of Mrs. J. Baer, 
10047 93 street, Tuesday night.- 

Mrs. Baer stated that when she 
awakened Wednesday morning the 
canaries were gone, apparently 
stolen by a person who gained en- 
trance through a window after 
rippihg off the screen and break- 
ing the glass. Police are investig- 
ating. 


Lees Dental 
Laboratory 


Phones: Res. 26771; Office 23153 
SUITE 4, BENSON BLOCK 
1 Door North of Riaito 


|the Calgary office, he was made) 


Eager to obtain first hand information on events in the vitally strategic northwest, Hon. 
James A. MacKinnon, minister of trade and commerce in the Dominion cabinet, left 
Tuesday by plane for the north. Mr. MacKinnon headed a party of prominent Ed- 
monton citizens who are making the trip. He is seen in the abov 
«Grant McConachie, general manager of C.P. Air Lines Ltd., Western Lines, standing 
by the specially-chartered Lockheed Lodstar, just before the machine took the air from 
The party expected to visit Canadian airmen, who are par- 


the Edmonton airport. 


ticipating in the defence of Alaska. Mr. McConachie is piloting the plane. 


ayor 


Parley Speaker | 


5a 


Woodrow Lloyd, president 
of the Saskatchewan 
Teachers’ Federation, who 
will be guest speaker at 


the two-day convention of 
teachers of 12.rural school 


Thursday and Friday. 


Edmontonian Has 
Perfect Score 
In Mental Test 


Edmonton has produced the 
“perfect” mental type. 

A 27-year-old Edmonton- 
born graduate of the Univer- 
sity of Alberta has made a 
perfect score in a general 
Classitication test, conducted 
for applicants for enlistment 
to the R.C.A.F. 

He is now taking initial 
training for air crew work at 
No, 4 1.T.S., is the first to en- 
ter the air force mental “hall 
of fame” here, officers at No. 
3 recruiting centre stated 
Wednesday. 

Several men and some wo- 
men have come close to a 100 
per cent score, some lacking 
only one point, but this is the 
first 100 per cent perfect 
score for the tests recorded 
here yet, Fit. Lt. A. M. David- 
son stated. 


Sugar Hoarding 
Case Adjourned 


The case against James Moir, 
charged with hoarding sugar, was 
adjourned for one week when he 
appeared before Police Magistrate 
A. I. Millar, K.C., Wednesday. 

Charges laid by officials of the 
Wartime Prices and Trade Board 
against Mrs. F, Latimer and Wil- 
liam Cotik, were withdrawn when 
they appeared in court Wednesday. 

Mrs. Latimer was charged with 
charging a higher rent than was 
specified by the Board, and Cotfk 
faced a charge of failing to report 
to the Board records of the year’s 
operations of his mine at Ellerslie. 


-V 
Men in Army 
Alberta enlistments into the} 


ranks of the Canadian Army (Ac-| 
tive) during the week of Oct. 3 to 
Oct. 9, inclusive, totalled 162, with 
22 others rejected because of medi- 
cal reasons, according to informa- 
tion received today from the office 
of the district recruiting officer. 
In addition, 38 men transferred 


from reserve to active army ults. 


ie 


Saskatchewan — 


Teacher Will |” 


Address Parley 


More than 1,000 teachers from 
12 rural school divisions centring 
upon Edmonton, will confer at a 
two-day convention at the Mac- 
Dougall church and the Masonic 
Temple Thursday and Friday. 
Main speaker at the convention 
will be Woodrow S. Lloyd, presi- 
dent of the Saskatchewan Teachers’ 
Federation. He will deliver a public 
address at the McDougall audi- 
torium at 8 p.m. when he will speak 
on “Federal Aid for Education”, He 
will also speak at sectional meet- 
ings. 

G. C. French, M.A., Edson, presl- 
dent of the convention, will be gen- 
eral chairman and presidents of the 
12 A.T.A. locals will act as sub- 
chairman, 

Mr. Lloyd has taken a prominent 
part in educational activities in his | 
province for the past several years. | 
Even though he is only 27 years old, 
he has held several offices of im- 
portance. He was elected president 
of the Saskatchewan Teachers’ Fed- 
eration in February, 1942. | 

He was born on a Saskatchewan 
farm at Webb, 27 years ago. His 
first acquaintance with school was 
in the kind most of the members 
know best a one-room rural! 
school. High school in Webb and| 
Regina and a year at Moose Jaw 
Normal School took him back to 
the place where he started, another 
one-room rural school, this time as 
teacher. 


PROGRESSES 
Two years later he moved to a 
two-room school and after two 


more years to a four-room school 


where he is still at werk. This 
school is in Vanguard. | 
When he was younger he 


dreamed of being an engineer and} 
spent a year at the university in} 
preparation for his profession, but) 
returned to teaching. His Bachelor | 
of Arts degree was won by dint of 
struggle with extra murals and| 
summer school classes. In between} 
time he spent a couple of years on 
a Saskatchewan farm | 
In Federation activity, he has | 
been councillor for Swift Current} 
for six years, president of the sum- 
mer school local two years, two 
years on the executive and a year; 
in the vice-president’s office. He 
was also delegate from this pro- 
vince to the C.T.F, and a member 

of the national body's axeeutive. 
Vv 


Second Diphtheria 
Case is Reported| 


Second case of diphtheria in two 
weeks has been reported to the city | 
health department, according to Dr. 
G. M. Little, city medical hea'th 
officer. The case reported this week 
is that of a five year old girl. 

One case of meningitis, a woman 
from Willingdon, was admitted to 
the isolation hospital during the 
week ending Oct. 9. 

Scarlet fever cases reported dur- 
ing the week increased from five to | 
10; and mumps from 30 to 32. Two 
cases of measles were reported, 10 
of whooping cough, nine of chicken- 
pox and one case of trench mouth, 
-V 


| 


Cabinet Minister Leaves on Northern Aerial Tour 


‘Reporter 


Germans in Norway have arrest- 
ed prominent members of the Ox- 
ford Group. 


opt 


-_ 


—Photo by Leo McKinnon, 


e photograph with 


Deputy M 


Ald. F. J. Mitchell, deputy 


mayor, who presided at 
Tuesday night’s council 
meeting in the absence of 
Mayor John W. Fry. Mayor 
Fry left Edmonton early 
Tuesday with Hon. James 
A. MacKinnon’s party to 
view the construction pro- 
jects in Northern Alberta 
and the North West Ter- 
ritories, 


The Inquiring 


THE QUESTION 
What, in your opinion, is among 
the outstanding non-essentials 
that the exigencies of war have 
begun to eliminate? 
THE ANSWERS 
ALBERT MORTIMER, salesman: 
The complete lack Bf fanfare and 


$29,000,000 Is 
Alberta Quota — 
Victory Loan 


Alberta’s quota in Canada’s 
third Victory Loan has been set 
at $29,000,000, it was announced 


Calgary, provincial chairman for 
the National War Finance com- 
mittee. 

This total is higher than last year 
and local campaign headquarters 
expect that quotas for the 62 units 


accordingly 

The campaign is schedule! to 
open Oct. 18, and the machinery for 
Northern Alberta is being geared 
up for the thrust at the opening 
gun, Organizers in the 62 units 
have been working feverishly for 
several weeks and all is in readi- 
ness for the opentng signal. 

The campaign will concentrate on 
three sources of supply. First, ac- 
cumulated, savings; second, instal- 
ment or deferred payment by those 


not immediately available; third, by 
means of payroll deductions spread 
over the next six months. Primary 
producers will have an additional 
means of providing funds through 
the “produce for victory” plan, 
which has been so favorably re- 
ceived throughout the country. 


A LOAN. 

“And back of everything is the 
fact that 
one cent 


no one is asked to give 

We are asked to invest 
in two things: Our own economic 
security and our country’s—and, 
therefore, our own—continuance as 
a free people.” 

Cities, towns, villages and farm 
areas situated north of Red Deer, 
including the city of Red Deer, will 
be in total darkness for 11 minutes 
Sunday night 


TWO REASONS 


This blackout will be held for 
two significant reasons, namely, as 
a practice for northern Alberta 
residents to prepare towards the 
possibility of having to experience 
a real blackout, and secondly; as an 
“eye-opener” and reminder to 
northern Alberta residents of the 
opening of campaigning for the 
Third Victory Loan scheduled to 
commence the following day. 

The blackout will become effec- 
tive at 9:45 p.m. Sunday and will 
last for 15 minutes, Farmers” are 
asked to check their times through 
their radios and are asked to keep 
tuned in during the period of the 
blackout, 


Vv 


Mrs. R. Sherlock, 
Widely - Known, 
Dies in City 


long-time resident of To- 
field and member of a promin- 
ent Alberta family, Mrs, Rob- 
ert Sherlock, 9635 105 street, 
died Tuesday in this city. 

Mrs. Sherlock was among the 
Red River settlers and was in 
Winnipeg at the time of the Reil 
Rebellion. She came to Tofield in 


1907, where she lived until two 
and a half years ago. She was 
making her home in Edmonton 


with her daughter at the time of 
her death. 

She was a sister of A. C, Fraser, 
formerly of the Merchants’ Bank 
here, who is now in Ottawa with 
the national dairy council, 


FIRST LUMBER YARD 


Her husband, the late Robert 
Sherlock, owned the first lumber 
yard at Tofield and later went into 
farming in the Wake Shore dis- 
j trict north of that town 
| Mrs. Sherlock is survived by 
|her daughter, Mrs. C, D, Denney 
of Edmonton, her brother, and four 
grandchildren. A son, Frank, died 
a year ago. 

The Rev 


D. K. Allan, assisted by 


pompous parades and public 
demonstrations upon the arrival 
of world leaders in other coun- 
tries appears to be about the most 
outstanding among the many re 
verses of custom. Best examples 
of this lack of fanfare was 4em- 
onstrated recently when Presi- 
dent Roosevelt made a tour of 
United States industrial centres 
Wendell Willkie’s arrival at Ed- 
monton Monday night was an- 
other example; and Churchill's 


surprise arrivals in the United | 
| Hours of voting in the municipal | 


States proved that even the great- 
est can arrive without all the fuss 
and commotion which is boring 
to the dignitaries and tiresome 
to the reception committees 


JOHN PAYNE, drug clerk: 
a businessman who two 
ago thought his car was 


years 
indis- 


pensable, is riding to work today | 


in a street car wondering why he 
didn't think long ago of the com- 
forts and conveniences a street 


car could offer. He sits in his 
office today without having to 
worry about anti-freeze, tires, en- 
gine stiffness and _ parking 
tickets. 

ti ar 
MRS. W. DEVILLE, housewife: 


Afternoon teas are beginning to 
“come down to earth”, All the 
frills and deiicacies previously 
and prominently displayed for 
purposes of neighborly competi- 
tion, and gues: flattery, are 
rapidly vanishing and the occa- 
sion is beginning to take the 
form for which it was intended— 
just ap afternoon tea, 


Many |* 


i} 


Wednesday by Fred G. Osborne, | 


in Northern Alberta will be raised | 


who will later have on hand funds | 


War 


City Holds Back 
Building Per 


In compliance with the recent 
order of the Wartime Prices and} 
Trade board no further building 


permits will be issued by the city 
where the cost of the building or 


|proposed alterations exceed $500, | 


| Max Dewar, assistant city architect, | 


| stated Wednesday. 


Your Bulletin Want- Ads 
Reach 70,000 Readers Daily 
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Likely 


mits| surveys Chance. 


Increasing QsI 
Output Here 


Making a survey of the pos- 
sibility of increasing oi! and gaso- 
line production in Alberta, G. B. 


Under a ruling made at the be- | Webster, Toronto, assistant oil 
| ginning of the week the Dominion controller for Canada, arrived 
| building controller will issue per-| here Wednesday, on his way to 
| mits for all future buildings and inspect the Abasand Oils and 
| alternations where the amount in- | h ' : Mem 

volved exceeds $500. | other plants at McMurray, 

Permit forms from Ottawa are | ~ He said that a survey of the 
| expected to reach the city building | Taber and Turner Valley fields 
inspector's office at the end of this |had been completed. After his 
| week visit to the McMurray field, Mr. 
| RTE MRE ET Webster wil! travel to the Ver- 

Gasoline Talk milion field to inspect production 
ws < $ , | Prospects there. 
| “No Guessing About Gasoline,” | 
| ; ‘ | Possibility of drilling operation 
| will be the subject of an address | heing carried out in the Vermilion 
that Jack S. Charlesworth will de-|field by the Canadian National 
liver to members of the Edmonton a hb ae mentioned i Pre 
; Jebster, who intimated this de- 

Ipti » sulé | 4 
Optimist club at their regular | velopment work would be under- 

weekly luncheon meeting at the | taken shoftly, It is understood that 


| Macdonald hotel Thursday, 

Mr. Charlesworth is a chemist in 
the provincial gas testing labor- 
atory at the Alberta university 


la drilling program calling for the 
sinking of 50 wells is contemplated 
by the C.N.R. to increase fuel oil 


supply in western Canada 


Store Hours: 9 a.m, to § p.m. 


To Teachers Atte 


Many of you no doubt are thc 
records whose patronage we gre 
our Credit office and enjoy the 
of this special service. 

be profitable from an educatio 


find time to become better ac 
its Staff. 


25.0 29.50 


The indispensible Coat that 
bridges the gap between fall and 
winter when fur coats are too 
warm .. and besides will serve 
> you well off-and-on all winter 
when a chinook blows in! 
Tailored styles, man- 
nish Balmacaans and 
boxy types... shown 
in imported all wool 
tweeds in blue, green, 
tan, brown and grey 
tones. 
Some lined throughout 
with heavy satin and 
chamois to waist — 
others plaid back and 
half satin and chamois 
to waist ... Some have 
buttoned-in chamois 
body and sleeve lining. 
Sizes 12 to 44. Priced 
at $25.00, $29.50, $35.00 


New Fall 
BLOUSES 


Tailored and Frilly Styles 


Smart, tailorea styles with 
collars or collarless, with fine 
tuckings in front—also the 
more dressy styles with frilly 
fronts and lace trims .. round, 
square and V-necks. Shown in 
dainty sheers in turquoise, 


maize, pink, 
2.98 


sand and white, 
Sizes 14 to 20. 
Priced at . r 


the Rev. Alex Stewart, will be in 
|charge of funeral services to be} a 7 
held at 4:40 p.m., Wednesday, in} Satin Slips 


{the Tofield United Church. Burial 


!will be in the family plot in the | Smooth fitting Slips with lov 
| Tofield cemetery lace trims. Soft crepes: 
| Andrew's funeral chapel is in} and satins in tearose 


‘City Council Sets 
Hours For Voting 


council at its regular meeting Tues- 
day night. 

The necessary bylaw authorizing 
Returning Officer Alfred Russell 
| to establish these hours was passed 
| unanimously. 

The aldermen continuing on 
council next year were appointed 
a committee to report at the next 
regular meeting on polling 
places, compaign meetings, ap- 
pointments of deputy returning 
officers, and poli clerks, rates of 
pay for these services and other 
election matters. 

Ald. H. D, Aintay requested that 
the committee bring in a report re- 
lative to provision of radio time 

|for candidates nominated in the 
| election 


—_—_——V 
A decree nisi of divorce was 
; granted in supreme court Wednes- 
day by Mr. Justice G. B, O'Connor 
} to Rita Jelasco, Edmonton, from 
Joseph G. Jelasco, 


election on Thursday, Nov, 12, will} 
| be from 9 a.m. to 7:30 p.m., it was 
| decided by members of the city 


and white. Sizes 32 to 


29 
38. Priced at ... 


OTHER SPLENDID VALUES, 
Priced at 
$1.00, $1.59, 


$1,98, $2.25 and 


4.9 


A real thr 


tinguished 


| There are 
| Sailors wit 


| 


Denduunvll 
F 


lind mm mmm 


See 


Johnstone Walker Limited 


Johnstone Walker’s Extends 
Welcome 


Store, for we have a long list of teachers on our mail order 
likely some of you wave previously made arrangements with 
Charge Account, and we hope many others will take advantage 


Johnstone Walker's sincerely trusts your visit will not only 


Smartly Tailored Tweed 
COATS 


For Now and Right on Through Winter 


| 


New Crepe and 


roll to one side off the face 


usual! New trimmings 
DPF LAAT on ctosctasensananees 


one Walker 


Phone 25161—Ask for Dept. 


nding Convention 


sroughly acquainted with this 
atly appreciate. It is more than 


privilége and convenience of a 


nal viewpoint, but that you'll 
quainted with this Store and 
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$2.50 


High and Crumpled Crowns 


and Brims 


Distinguish Many of the Ultra Smart Hats 
from Ordinary Types 


5.95 to 7-3 


rill awaits those who come to 


see these new arrivals for many are dis- 


from the commonplace types 


with soaring crowns and crumpled brins, 
There are also lovely shirred 
toques with high draped crowns, flar- 
ing pompadours to show the curls 


berets, 


also casual profile types that 
also small 
h crown that are higher than 
new colors 


$4.95, $5.95 to $7.95 
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—By DOROTHY DIX 
Possessiveness Said 
Women’s Worst Vice 


Regarding Themselves As Guardian Angels; They 
Crush Children’s Initiative; Wreck Many 


Homes By Their Attitude 

The worst vice of women is pos-, and that his time, his thoughts, 
sessiveness, and what makes if| even his eyes belonged to her, and 
more regrettable is that tt is so that he had no right to look at an- 
often the blight up an otherwise | other woman, or to spend a minute 
fine character. Worse still, posses- doing any thing she didn’t want to 
sive women regard their deadly| do. And when he got tired of being 
fault as righteousness, and this pre-| a chattel he was apt to fade out of 
vents them from trying to over-| the picture It is a matter of record 
come their weakness | that no wives lose their husbands 

The woman who posses her | 80 often as the possessive ones 
family, body and soul, so that she ONOPOLY ON CHILDREN 


M 

obliterates their individuality and | Rut the possessive woman gets in 
does not leave them one iota of \ her fatal work on her children over 
personal freedom, never thinks of |whom at birth she establishes a 
herself as a grinding tyrant who | monopoly on which she lets nobody 
has crushed the joy of life out of | infringe, their father 
her unfortunate husband and | pon their infancy on she teaches 
children, On the contrary, she re- | thom that she is the fountain from| 
gards herself as a model wife and | which all blessings flow; that she 
mother and boasts that she de- |i. the source of all wisdom, and 
votes every particle of time and | 4.4. word is the law that must guide 
attention to her family, and that | ineir jives 
she never leaves her husband + 


for a single day, or lets her chil- She crushes out ruthlessly every 
dren out of her sight symptom of initiative in them and 


‘ every desire for freedom. She} 
She is not, she thanks God, one 


never lets them learn to stand 
of those slack women who let their 


| 

i tri “itl alane. They must always hold on 
husbands go on fishing trips with @/), \zother’s hand and be guided by 
lot of other men, or attend stag 


t k friend her. She never allows them to) 
banquets, and take a ae aaa in LAUa dHBHAK 68 RUATAINLANGOE OT 
ped ace maid a0 fe aI ep at play with other children if she can 
retire and actually go to sleep help it, She keeps them in a per- 
night when their daughters are out petual babyhood even after they 
to parties, instead of sitting up and| 4.4... grown to man’s and woman’'s| 
waiting for them to come home. | actate 

She believes that when a woman ye seaing 3 7 
marries a man she gets a quitclaim he inevitable result is disaster | 
deed to him, and that he belongs for the children, for she sends into 

2e a € 
to her just as much as though he| the world weaklings who are unfit 
were a slave she had bought in the to fight the battle of life. They are 

‘ i foredoomed failures in whatever 


nol even 


market place, and that her children 
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r| ts for P t Minute-Mix R C 
Your Baby Points for Parents Minute-Mix Recipes Can 
And Mine By eorTa THowas watiact _/Save Cooks Much Ti 
n 1 ave WOOKS uc ime 

By MYRTLE MEYER ELDRED By MRS. GAYNOR MADDOX ed later; Amount to be used with 

The advice to allow a child to eat, | The technical staff of “What's | 2 1-2 cups of mix, 2-3 cup milk 

e not to eat, he he ‘o Sones is | |New In Home Economics” has Sift flour once, then measure 
| 0 = poppet? rs so hee _ to | worked out the following prac- | Add baking powder and salt and 
jm an that a ¢ 1 ney have perfec tical _minute-mix recipes to save sift again, Cut in shortening until 
freedom in the choice of his own 3 ey | it is very finely divided. Place mix 
| diet. That obviously is not the case war-working cooks time, The in-| jn a tightly covered glass jar and 
Recadbeey: Oe ae Lita ta | gredients can be prepared in lei- | store in the refrigerator. For one 
set up fo prove tha e appetite for 7 | > sure moments, stored and dozen 1 biscuits or 16 2-inch 

“tg les . Md yy s s, stored and then | dozen large bis § 
Gertatty foods le 4h adgauate inal: VC ee | Jhave liquids added just when |Discuits, measure 2 1-2 cups of 
‘ Md | mix into bow reak up wi or 
such test situations there is such a| | \ A | needed lthen add milk and mix in lightly 
wide choice a that the child he = PLAIN PASTRY Shape into a ball, turn out onto 
uy: t 1 nde. t get ; owas : P j , . " 1 
can be. depended upon te onid| Mother: “How about letting | = Mother: “You must be nice to | | Cosues © Sey Or Hy for ap. eeccds. Roll of pat 
have for & well-balanced diet Bill run to get the ball when | your little brother and let him | Mix to be stored: 3 cups enriched | 4) 4.5 inch thickness, Cut out bis- 


you miss it, Jean? And you could 


| 
This is not true in the home | 
have to keep talking to you all " 
where meals are planned eco. | miss_it occasionally, couldn't you the time aneat this? Mind me vided “ten ae oe a” cutest ESOT ay TRO 
OTNAaTANG Uh ppt aby marion, The | When he'd feel he had a part in | now, I don’t want to hear any | Capproximately). Rien eae 
parent is the only one who can | OUT play.” more quarreling.” Sift flour once, then measure 
decide for a child what foods are PIPTY TS x | Add salt and sift togeth } 

p a , | gether, Cut in 
proper for him to eat. But when amie with children accomplishes more than talking-at them | shortening, to pleces about the 
she has made a choice and served | size of navy beans, Place mix in 
eg i to ni pinball si tightly covered glass jar and store | 
he can be allowed to eat or refuse e ; W |in refrigerator for future use 
(occasionally) as he desires. McCoy Health hat To Do | When ready to use, remove de 

| sired amount of mix, allowing 


One must always say to oneself 
when a child does not want to eat 
“Ts there any reason for him to. be| ; 
etthatt appetite?” ine may bé If you are under thirty years of 
many reasons which the parent can| age, you are probably free froin 
determine if she will. If there are| kidney stones as these concretions 
int a ithe ti gr Sire be our) usually form between the ages of 
tine if he lacks appetite at a meat) thiny and forty. Kidney stones may 

| be found in babies and people past! 


I've an idea that many a small/ fifty but these are very unusual | 


child is discouraged by the portions} cases. The passage of a kidney | 


of food put upon his plate. Gener - 
ous parents dish up in a manner | AGE rena} colic iss earned She 
to stifle an appetite. The child sits name of being mankind's most pain- 
gazing at that mountain of 1050 | A eT ta aainn ih Byike 
j j nit . 5 } Ses \ ~ 
fiddling with knife, fork and spoon, forced down the narrow tube into 


i ibew eg ae HOS sone | the bladder. Kidney stones are of 


Better, far, to start with onel various sizes. Some of them are so 
tablespoon of the different foods, | large thata single stone will fill the 
separated, so that each will stand| inside of Ae pres (ha ae akion 
out by itself and when this portion | bea number oF sma Be | 

| may be confined to one kidney or 


Service 


play with you. Why does mother 


Is there any way for a lonesome} 
girl 
| strange city? My job has taken me! 


away from home to a city where I} 
know no one. 


to become 


all-purpose flour, 2 1-4 teaspoons | cuits and place on baking sheet 
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| Bake in hot 


yer (450 deg. .) for 12 
to 15 minutes. 


Tomorrow’s Menu 


Breakfast: Orange juice, cracked 
wheat cereal, raisin toast, coffee,” 
milk 


Luneheon: Potato and chive soup, 
salted crackers, peanut butter sand- 
wiches, raw carrot sticks, chocolate 
cup cakes, tea, milk 

Dinner: Stuffed beef heart, mash- 
ed potatoes, buttered turnips with 
parsley, lettuce and celery salad, 
applesauce open ple, coffee, milk, 

Canada’s armed forces have been 
supplied so far with enough equip- 
ment to furnish more than 300 
mobile dental clinics. It is so com 
pact that one unit can be packed in 


‘six trunks 


1 1-4 cups for each single 9-inch 


acquainted in a| 


} 


| minutes 
| BISCUIT MIX 


during 38 to 52 Years 
of Age! 


If you—like 86 many women be- 
tween the ages of 38 and 52—suffer 
from hot flashes, weak, dizzy, ner- 
vous feelings, distress of “irregu- 
larities”, are blue at times—due to 
the middle age period in a wom- 
an’s life—start at once—try Lydia 
E. Pinkham’s Vegetable Com- 
pound. It’s one of the most effec- 
tive medicines you can buy that’s 
made especially jor women, 
Pinkham's Compound does 
more than relieve distress. Taken 
reguiarly—it builds up resistance 
against such symptoms, It also 


crust. Add water, using approx- | 
imately 3 1-2 tablespoons for each | 
individual crust (1 1-4 cups of 
mix.) Mix gently with a fork then 
shape into a ball, and roll out on a 
| lightly floured board or canvas, 
Fit dough into a pie plate, Bake in 
a hot oven (450 deg. F.) for 12-15 


(Makes 3 doz. large biscuits) 

Mix to be stored: 6 cups enrich- 
ed all-purpose flour, 3 tablespoons 
baking powder, 2 teaspoons salt, 1 
cup shortening. Liquid to be add- 


YOU WOMEN WHO SUFFER FROM 


are just little lumps of clay she has 


they undertake because Mama isn't 
| 


there to tell them what to do. Thew)| 
she pleases | can't take marriage, and they fill) 
dey the divorce courts with their com-| 
WRECK MANY HOMES | plaints because their husbands and | 
It is doubtful whether any poOs-| wives didn’t pamper them as 
sessive woman ever thinks of her- | Mother did 
self as anything but the Guardian They make up that pitiful army 
Angel of her family, yet no other of men and women of talent and 
woman in the world is responsible ability who never get anywhere be- 
for so many wrecked homes, 80) (x46 Mother wouldn't let them 
many divorces, so many drhateatec try their wings until they were too 
many of the human old to Jearn how to fly 
are never able 3 Women pay a high price for pos- 
sessing their families. 


EEN: ee 


a right to fashion into any shape 


ambitions, so 
derelicts who 
cope with life. 

When we hear a man, who !s 
married to a woman who is a 
noble Christian character, and 
perfectly devoted to him, as the 
phrase goes, and a good house- 
keeper, philandering around, we 
ask what in the world does he 
want in a wife if he isn’t satis- 
tied with her? Ninety-nine times 
out of a hundred the true answer 
would be that he wants a little 
personal liberty. He has been 
smothered by his wife's posses- 
siveness until he is choking. He 
hes come up for a little air. He 
has stood being treated like a 
half-wit little boy as long as he 
can endure it and he is making a 
break for liberty, no matter what 
it costs, 


Home Service 


Lovely Curtains Are Easy to Make 


When he married he didn't dream 
that never again would he be able 
to bu » clothes he liked, or eat) 
the kind of food he cra ed, or in 
dulge in the amusements he en 
joyed, He expected to turn ovel 


most of his earning to his wife, but 
he never even suspicioned that she 
ld take charge of his wardrobe 


wou 
and his stomach and his taste But 


she did. She felt she owned him Spring Style Wears Corsage! 


What could be more charming 
these fresh, flowing curtains 
f while organdie, crowned with ar- 
i al flowers! 

You can make them easily your- 
ruffles, swag and all'—with a 
| few professional hints 
' Your swag nothing but a 

straight piece of goods about one 

and a third times the length of your 
valance board, and twice as deep 
as the finished swag 

| You snip off its ends on a slant 
}and cut the lower edge in a broad 

scallop, Sew the ruffle to this lower 

edge and stitch tape to the top 
edge; then drape swag and tack 
tape to valance board 

Measuring the side draperies, add 
2 inches for shrinkage and take 
them up in a tuck near the top 
When you sew the ruffles on allow 
plenty of fulness at the corners to 
prevent “hooping.” 

Simple, with our 32-page instruc- 
tion booklet to guide you! Shows 
with diagrams and pictures how to 
make swags and cascades, fitted val- 
ances, French pleats, cornices and 

lovely curtain and drapery 


Bulletin 
Patterns 


SMART ROUNDED YOKE 


self 


is 


” 


|} manp 
| styles 
Send 15¢ in coins for your copy 

New Ideas In Making Curtains 
and Draperies” to Home Service, 
The Edmonton Bulletin, 60 Front 
| Street West, Toronto, Ont 
, | to write plainly your name, address, 
yy, | and the name of booklet. 


jot 


t 


Please allow a week or ten days 
for delivery. 


Debunker 


Every smart matron's wardrobe | 
needs at least one new shirtwaister 
a season! Anne Adams Pattern 4214| 
gives both freedom and style to the 
larger woman. The rounded front | 


SMP ONES STRENGTH 


yoke is becoming; the collar and 
cuffs may have contrast accents 

Pattern 4214 is available’ in In the days when women wore 
women’s sizes 34, 36, 38, 40, 42, 44,| their hair loug, it was often said 


ae 


46 and 48. Size 36 takes 3% yards|that great quantities of hair hang- 


39 inch fabric. ing to a woman's waist were a 

Send twenty cents (20c) in coins| great drain on her strength, and 
(stamps cannot be accepted) for during illness the tresses were 
this Anne Adams pattern. Write! often cut short. The truth is that 
plainly size, name, address and long hair is no more sapping to 
style number one’s strength that short hair, for 

Send your order to Pattern De-| after it has emerged from the scalp 
partment, The Edmonton Bulletin, it is dead tissue—therefore, it does 
60 Front Street West, Toronto, Ont.| not matter whether it is left long 


a week or ten days during sickness was merely 


make it easier to care for, 


Please allow 
for delivery 


| indifferent to food 


Be sure | 


to 


is gone more may be had. The ease 
with which three teaspoonfuls of 
food can be consumed: the praise} 
which comes when the plate is| 
clean; are influences on the child’s} 
future appetite which are com- 
pletely absent when too much ts 
served, and he must be teased to) 
eat or scolded because of his fail- | 
ure to do so. 

It’s wise to remember that a child 


| 


| should be offered, at regular stated 


periods, not too close together, a 


| proper assortment of food in quan- 


tities which he can be expected to 
consume. Then when for some rea- 
son he cannot eat, allow him that 
privilege. By the next meal his 
waning appetite will have been re- 
suscitated and food will be as allur- 
ing as it should be to all hungry 


souls. 


Our leaflet, “Poor Appetites,’ 
suggests reasons why children are 
It may be had 
by sending a 3-cent stamped, seii- 
addressed envelope with your re 
qust to’ Myrtle Myer Eldred in 
care of this newspaper 

ee a ieee 


Applique Design 


For Quilt or Pillow 
By ALICE BROOKS 


Pattern No, 737) 

A patch for her dress, another 
for her bonnet, one for her parasol 
and you have this girl of crinoline 
days put together. Make each block 
in different scraps of material. This 
| would be an ideal friendship quilt! 
| Pattern 7371 contains accurate pat- 

tern pieces; diagram of block; yard- 
age chart; diagram of quilt 

To obtain this pattern send 
| twenty cents in coints (stamps can- 
| not be accepted) to Household Arts 
Dept., The Edmonton Bulletin, 60) 
Front Street West; Toronte, Ont 
Write plainly name, address and 
pattern number 

Please allow a week or ten days 
jfor delivery 


niet A 


Minute Make-Ups 


Hl 
(Err 


today 


No time 
or cut short. Cutting the hair short}Here is a tip that will give you al oj 


head start on freshness. Brush your 


}halr vigorously for a minute — up- 


distributed to both. Some stones are 
comparatively soft and others are) 


actually hard enough to scratch 
glass. 
We do not know all the exact 


causes which produce this strange 
disease where,substances as hard as/ 
rock are built up within a vital} 


| organ, The probable basic cause | 


is a set of factors which change the 
make-up of the blood and bring 
about the presence of too muca 
urie acid or oxalic acid. At first 
an excess of various smell crystals 
is found. Sometimes the first labor- 
finding which suggests the 
ility of a kidney stone is the| 
in a ur ysis report of 
13 microscopic 
rystals hecome attached to 
and thus start a stone 


atory 


crystals 


ne another 
As a general rule. when a small 
stone begins, it continues to gain 
lavers and grow larger. A contribut- 


ing cause of stones is the drinking 


of water containing much of the 
salts of calcium and masnesium 
Sometimes the stones will form 


around bacteria or other foreign ob- 


| jects that have entered the kidneys 


The diagnosis of kidney stones 
is best done with the > y as man 
stones will cast shadows when pic- 
tured with this apnaratus. The 
stones containing calelum usualiy 
cast enough of a shadow to be recog 


nized though some stones do not 
« > uo well. It is always advisable 
y nination be 


to have the 


fore a diagn iney stones ts 


} 


made. In big hospitals the number 
of kidney s e cases is greater 
than in p ears. I believe this is 


t that manv cases are 


due to the fac 
discovered by means of the x-ray 
and would have esc ned notice un 
der the older methods of examin 
ation. In other words, actual 
number of cases is about the same 
usual, but there is better suc 
discovering the stones afte: 


the 


as 


s 
ey | 
have developed | 
There are usu | 
the beginning of the disease at d the 
soting pain of renal colic is not} 
‘appear until several years 
stones have begun to form 
tracks the natient feels | 
exc around from} 
the back to fhe bladder, or the | 
»ain mav be referred to other paris 
as the other kidney. the upper leg 
even the heel. Many patients 
revort that they do not even de 
velop this pein even though stones 
are passed. The pain is more likels | 
if the stone is large and} 


‘lv nosymptoms In 


to 
y the 


tine pein 


an 
+ 


yy 


to occur 
has rough edges 

In the treatment of kidney stones 
I recommend a fast of nlain wate: 
with the juice of half a lemon add- 
ed to each glass. This may be taken 


| every half hour as long as there is 


severe nain. as this seems to have 
a specific effect in dissolving these | 
concretions. As the pain lessens, the 
glass of distilled water may be us > 
at hour or two hour intervals. The 
patients should drink large quan 
tities of distilled water as this 
makes the liduid excretion more 
and helns to relieve any 
inflammation, During 


copious 


tendency to 


Answer—At the present time one} 
of the best ways to pass the time,! 


| 
| and to meet some nice girls, is to} 
| join one of the defense units. You 


may join the Red Cross, Civilian 
Defense Corps, Navy League or | 
many others. You might sign us at} 
the USO or one of the canteen serv- 
ices to entertain service men. 

A club is a fine place to meet 
people if you can afford to join a 
good one 

Special language, or 


classes in 


| public speaking are good, and so is 


the little theatre movement an op- 
portunity to get acquainted 
PAILS, | oe Le Ree 
Sweden's business trend index 
maintained by the Swedish Finan- 
cial Journal rose 1.2 points during 
July to a total of 121.9, a war-time 
high 


Relieve 
Painful Distress of 


ACUTE CATARRH 


MORE AND MORE sufferers from acute 
catarth are discovering the grand re- 
lief that comes... with a few drops 
of Vicks Va-tro-nol. It soothes away 
distress, relieves stuffiness ... brings 
real breathing comfort! 
3-PURPOSE MEDICINE... Va-tro-nol is 
so successful because it does three im- 
portant things at once: (1) shrinks 
swollen membranes of the nose, 
(2) clears out nasal passages and 
(3) soothes irrita- Se 
AF 


P 
tion. Many catarrh ‘> 
| 


sufferers say it's rent 
best relief they’ve VIEKS c? 
VA-TRO-NOL 


CF 


FOR YOUR GAS COMPANY’S HOME SERVICE 


Every Thursday Morning 
10:15 a.m. to 10:30 a.m. 


N 


Tune In 


BROADCAST 


by 


Miss Eileen Stuart, B.Sc. 


—HOME SERVICE DIRECTOR— 


Wartime Food Fashions—New Recipes—Better Cooking Results 


ASHES 


t 


wt 
is a fine tonic for the stomach! 
Thousands upon thousands of 
women — rich and poor alike — 
have reported benefits. Also help- 
ful for younger women to relieve 
female functional disturbances. 
Lydia Pinkham's Compound ts 
well worth trying! 
—— 


NATURAL GAS SERVICE 
Morthwesten Cittilities Limited 


ISSUED. BY WORLD FAMOUS UNDERWRITERS 


LLOYDS OF LONDON 


Made Availiable to Bulletin Readers and Their Families 


5,000.00 


Travel and 
Pedestrian 


1 apply 


A Year Lloyds, London 


Edmonton Bulletin $5,000 Travel 
APPLICATION 


and Pedestrian 
BLANK 


EDMONTON BULLETIN, 
Insurance Division, 
Circulation Department, 
Edmonton, Alberta. 


| Attach $ 


, through Whalen Ins 


Covering This Applicatio: 


nD 
3 Date 


and herewith pay the Registration Fee of $1.00 or $1.25. 


Accident 
Policy 


Accident Certificate 


ANNUAL REGISTRATION FEE 
$1.00 for ages 16 to 60 years 


$1.25 tor ages 6 to 16 
and 60 to 75. 


for the $5,000 Travel & Pedestrian Accident Certificate issued by special arrangement with Underwriters at 
urance Brokers (Alta.) Ltd., exclusively to regular readers ot Lhe Edmonton Bulletin, 


for that shampoo? ! 


A aad 

the attacks of renal colic the patient mins 
is most relieved by taking a very | For Ages mea 
hot bath. This is undoubtedly be | 16 to 60 
cause of the relaxing effect of the} In consider 
hot water | Is 

After the stones have been dis- | Subscribers 
solved, it is advisable to use plenly | All Check Here 
0 stilled water to prevent thein) _ 
rds Patients should | Y ou 


from forming again 
use a very small amount of starchy | 
food and also take vigorous outdoor | 
exercises. I frequently find that 
with this regimen the kidney stoncs | 
will dissolve into small particles | 
so that there will not be such pain} 
as these pass out of the body. 
— Ee 


| 
All questions regarding Health 


and Diet will be answered. Large. 
| stamped, self addressed envelope 
Write on one 


must be enclosed. 
side of paper only. Letters must 
not exceed 150 words, Address 


McCoy Health Service 1151 West | 
6th St. Los Angeles, Calif | 
pli ll Rat i i ha STS 

|ward and outward strokes. This | 
loosens the surface dust particles 

Turkish wash cloth 

ldampened in good quality witch 

lhazel, rub the scalp vigorously. | 

Then brush the hair briskly. Your | 
hair will look shiny and the waves} 
will be deepened. Try it! 

= Vv : te 

‘ipal and provin- 
ns in September 

Ww in majority “Social Demo- | 

cratic.” 


Then, with a 


Pay! 


Clip 
This 
Certif- 
icate 
and 
Send 
It In 
Today 


Regular Keaders 


Check f 


New Subscribe 


Check Here 


1 understand severa) days are requir 
noon of the day the certificate is dated. also that should | stop the paper, 


T PAY PRENM:UM TO CARRIER. SEND MONEY ORDER OR PAY DIRECT TO BULLETIN OFFICE. 


ration of said certificate | hereby agree and certify as follows: 


| am at present a regular subscriber to 'be Edmonton Bulletin, and will continue as such for 
a period of not less than one year at the regulary subscription rate of 20c a week by carrier 
or $6.00 a year by mail in rural Alberta 


| am a regular reader of The Edmonton Bulletin and a member of the family where de- 
livery of The Bulletin wil) be continued for one year from the above date in the name 


lere (Subscriber's Name) 


of: 


rs This wij} constitute your order to commence delivery of The Edmonton Bulletin immediately 


to the address given below for a period of one year. 


| 


ed to issue and mail my certificate. | agree that my tnsurance protection starts 
my certificate is subject to cancellation. 


AGE (next birthday) 


PRINT FULL NAME OF APPLICANT ccsssssssssssssnsrees 

STREET ADDRESS ‘0 APT. NO. cccccororssvessessrccnsssssesonsonssnseseneontn “ 
CITY AND PROVINCE. ccssscssssssssssnneesneessneesnnnrsenneen unssssnsanenennsonnenansennes snneseveqnsnsennsnsussovnnenys Bh Bh” sssvssrsesensosetaseetcontatbtataesseonanain eoteanenet some 
BENEFICIARY . RELATIONSHIP oss oe 


A MARRIED WOMAN should give ner own name, not her husband's 


Applicant Sign Here 


Clerk Sign Here 


For instance, Mrs Mary smith NOT Mra John Smith 


This offer ts to old and new subscribers alike Your subseription to this paper entities every relative of the subscriber's family, 


Living at his address where the paper Ws delivered 


The registra 
deat, crippled, or 


to get @ certificate by paying the Registration Fee of $100 each 


tion fee for persone between the ages 6 to 16 and 60 to 75 Is $1.25 The insurance wil! not cover (1) rons blind. 
1 4 
who nave lost ap eye of Umb (2) firemen policemen, or railroad employees while on ate vs ¥ 
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Dean Buchanan 
Speaks Before 
Canadian Club 


Dean D. Buchanan, vice-president | 


of the Vancouver Men's Canadian 
Ciub, and Dean of the Faculty of 
Arts, University of British Col- 
umbia, in addressing the Women's 
Canadian Club Tuesday afternoon 
at the Macdonald hotel, shattered 
the theory that “Englishmen have 
no sense of humor”. Mr. Buchanan 
gave vivid illustrations of English 
humor in war-torn Britain, and 
spoke admiringly of cartoonists and 
caricaturists in the old land, who 
have helped to make light the grim 
business of battle 

Mr. Buchanan, who chose as his 
topic, “Canadian Humor”, was in- 
troduced by the president of the 
club, Mrs. Thomas Cox. 
CANADIAN HUMOR 


Of Canadian humor, he said, “Ii 
fs a mixture of English, American, 
Scottish and Irish humor.” Stephen 
Leacock, he explained, is one illus- 
tration of a Canadian with a sense 
of fine comedy. He also mentioned 
Nellie McClung, Grace Lockhart, L 
W. Brockington, Bob Edwards and 
George Hamm as other clever hum- 
orists. 

Dean Buchanan cited the differ- 
ence between American, English, 
Irish, Canadian and Scottish humor, 


and when mentioning German 
humor, he said he had never run 
across any, “The Irish have an 
unconscious sense of humor, the 
Scotch more or less laugh at them- 
selves and underestimate things, 
and the Americans have a loud 


humor,” he said. 
DEFINES LAUGH 

To conclude, he gave a definition 
of a laugh, which brought an ad- 
miring round of applause from the 
audience. “A laugh is a light in the 
window of the face, to show the 
heart is at home,” he said. 

Special guests of the Women’s 
Canadian club were Mrs. W. V. 
Newson and Mrs. W. G. Firth. Don- 
ald Leard spoke briefly before the 
meeting commenced, of the import- 
ance of the coming victory bond 
drive, He urged the women to put 
an all out effort to make the drive 
a success, 


Between Lectures 


Under the direction of E. Maldyn 


Jones, two tentative casts for the 
University of Alberta Dramatic 
Society's annual three-act play, 


have been selected. During the last 
week the members of the two casts 
have been rehearsing strenuously 
hoping to capture places in the 
final cast which will be announced 
this week 

The play “Watch on the Rhine” 
by Lillian Hellman proved to be an 
outstanding Broadway production 
Although it has not been released 
for public production, special per- 
mission has been given the Uni- 
versity drama group to produce the 
play 

As well as casting 11 parts Mr 
Jones will appoint an assistant di- 
rector from the members of the 
society. Two temporary casts in- 
clude the Misses Evelyn Johnston, 
Judith Demetrovits, Junice Brown, 
Knight, Isabel MacGregor, 
Blasteras, Elizabeth McCul- 

Demaris Affaleck and 
Messrs. Jack Stranatka, Arthur 
Hiller, Joseph Shocter, William 
Carr, Charles McDonald and Rob- 


ert Willis 


Lois 
Helen 
lough, 


One of the most popular organ- 
izations at the University, the Phil- 
harmonic Society, entertained at its 
first. organization meeting and 
social get-together, Tuesday even- 
ing. The society this year will pre- 
sent the Gilbert and Sullivan oper- 
etta “The Gondoliers.” At the first 


meeting the members of the society | 


uc- 


heard plans for the spring prod 
les 


tion. Try-outs for the leading ro 


and chorus parts began Tuesday 
evening 
For co-eds registered in the 


Freshman class at the University 
there is only one topic of conversa- 
tion these days, the Wauneita re- 
ception to freshman students. The 
traditional party will be hed Tues- 
day evening, Oct. 10 in the Barn. 
On this one occasion in the year 
the co-eds have a chance to ask the 
men of their dreams, for at this 
party the Wauneitas are hostesses 
Plans for the dance, which will be 
formal for girls, and informal for 
boys, are being made by the Wau- 
neita executive headed by Miss 
Beth Kerr 


More than 50 students gathered 
at St. Stephen’s College on the 
campus, Thursday night, when the 
boys of the residence entertained 
at a hike, their first social affair 
for the season, From the college a 
group hiked to the river bank 
where the guests were entertained 
with a skit, a sing-song and refresh- 
ments. The party was arranged by 


the student executive of St Ste- 
en's, David Elves, president; Stu- 
He Shel- 


art Newhall, vice-president; 


don Gibson, secretary-treasurer, 
Harvey Allen, Charles Vogel, Roy 
Davidson, Boris Dimock, Arthur 
Boorman, Stuart Kennedy and | 
Cameron Elliott. 

More than 160 students, the 
largest turn-out in the history of 


the club, interested in the activities 
and facilities offered by the Out- 
door Club, gathered in the Arts 
building recently to elect an execu: 
tive, and to plan activities for the 
coming weeks. After the business 
meeting, the students hiked to the 
cabin on the river bank for a sing- 
song and refreshments Fees for 
club membership this year will not 
be taken in money but prospective 
members must attend four work 
parties that the club holds. More 
than 30 ardent workers gathered at 
the cabin both Sunday and Monday 
afternoon to begin the work of 
cleaning off the skiing hill and fix- 
ing up the cabin The first big 
party of the club will be a Hal- 
lowe’en hayride 

Klected members of the execu- 


| 25 Airmen 
Of R.A.A.F. 


Are Guests 


| Twtney-five members of the R.A 
ALF, ata 
Thanksgiving party and dance Mon- 


were guests-of-nonor 


“Victory Ettes” 


Those present were The Misses 
| Marie McNeil, Josephine Sobkow, June 
Carreau ices McNeil, Mildred Her- 
bert, Virginia Burnett, Joan Crossley 
Eileen Smith, Alice O'Hara, Freda 
Ferron Lena Ferron, June Wynne 
Marjorie Huff, Dora Ingram 

Margaret Urquha-t, Betty Blanchard, 
Gladys Stratte. Jean Parks. Jessie 
Spense Barbara Jones Margaret 
Smart, Hazel Burton, Audrey O'’Con- 
hor, Betty Hunt, Bery! O'Connor, Jean 
| Campbel 

Cpl. Frank IL £ RCAF and 
Leading Aircraf en Ken’ Cyclops, 
Arnold Kevin, Allen Ross, Ron Kirk- 


land, Tom Burnett, Jack Rogers, Sam 
Mills. Kenneth Brown, Jeff Sandilands, 
George Islaub. Gordon Pyle, Douglas 
McWha, George Jacobson. 
d Aircraftsmen Lloyd Olsen 
Wise, Timothy Wise Keith 
. George Wiggins, Thomas Ar- 
Jefferey Tay!or Ted Collins 
Robert Anderson Alex Goodman 


Jones, Robert Rossland, and John Mc- 
Neil 


Mrs. Casselman 
Addresses Club 
Varsity Women 


Mrs 


Cora T, Casselman, M.P. 
East Edmonton, speaking to 
University Women’s club at its 
opening meeting of the season held 
recently, declared that “As we pro- 
ceed to the new order, we must 
realize that 
be carried out by all, and not evad- 
ed by the dishonesty or self-interest 


of individual citizens. Democracy is | 


something not only ‘egislated, but 
}lived by individuais. It will not 
come by government alone, but by 
the efforts of the great majority of 
the citizens.” 

Topic of Mrs. Casselman’s ad- 
dress was “Notes and Comments”. 
She described the ceremony of the 
opening of parliament at Ottawa, 
}and explained the procedure of 
}summoning the commons to the 
| senate to witness the governor gen- 
eral’s assent to a bill. 


the privilege of hearing an address 
by Winston Churchill, prime min- 
ister of Great Britain, and Walter 
Nash, New Zealand minister at 
Washington 

In speaking of the 
business in the house Mrs 
that speeches 


conduct of 
Cassel- 
man explained are 
not supposed to be read 
members feel under a strain in 
speaking, not only because most of 
the hearers are familiar with the 


topic, but because of the presence | 


of the press gallery,” she said 
“Members are often called 
order for reading their speeches. 
Every member is supposed to be 
giving his own thoughts and opin- 
ions, not what» someone else has 
| prepared for him.” 
| When a member is_ speaking, 
| other members are prohibited from 
calling him names, and a list of 
| prohibited names and adjectives has 
| been made for reference, Mrs. Cas- 
| selman stated. 
| After Mrs. Casselman’s address, 
refreshments were served, Grad- 
luates of the University a Alberta 
| were hostesses. They included: Miss 
| Betty Mason, Mrs. W. E. 
!Mrs. J. K. Keenan, Miss 
!'Thomson, Miss Mary Moraw. Miss 
Helen Raver, Miss Ruth Shipley 
and Mrs. H. E. Johns 
6 Eee 
tive include Lex Miller, president; 
Mrs. Jane Stevensen, vice-presi- 
|dent: Donald Cormie, secretary: 
/treasurer, and Neil Carr, ski in 
structor. This executive will ap- 
point a cabin committee and a 
freshman representative 


To meet the need caused by the 
conversion of Pembina Hall, wo- 
men’s residence at the University, 
}into air force quarters, and to 
serve the purpose of getting non- 
fraternity girls at the University to 
take a greater interest in campus 


affairs, a new club, “The Co-ed} 
/Club”, had its inaugural meeting | 
in St. Josephs’ College Tuesday 


levening. A large turnout of co-eds 


gathered for the program, includ- 
a novelty skit produced by 
Miss Betty Cantelon and colored 
|movies of Banff, Kdmonton and 
‘district and Jasper Park shown by 
E. H. McDougall. Executive mem- 
bers of the club include: Miss 
Jean Ball, president; Miss Shauna 
Little, vice-president; Miss Mary 
Chandler, treasurer; Miss Judith 
Ree, secretary; Miss Betty Tre- 
gale, Miss Elsie D’Appolonia, Miss 
Marguerite Hayes, and Miss Betty 
Montgomery. 


ing 


** «© 


Class organization of the faculty 
of education students took 
|Tuesday morning at the Univer- 
| sily 
jing meetings of interest to future. 
teachers and to organize several 
|social affairs during the year, the 
lclass elected the new executive: 
/C, Kuzmar, president; Miss Doro 
| thy Pybus, vice-president; 
|Mary Francis, secretary-treasurer, 
Miss Linora Randell, press corres: 
| pondent; Miss Christine Willox, 
sports and social convener, For the 
first time in the history of the 
|faculty, the students enrolled in 
have their 
the Stu- 


{education courses will 
own representative on 


| dents’ Council, Miss Mary Barbara 


Mason 
| Students at the University inter- 
jested in swimming or learning 
{how to swim and dive gathered in 
{the Arts building recently for the 
{organization of the Swimming 
;Club, During the business of the 
evening it was decided that the 
{members of the club would swim 
jat the Y.W.C.A. Thursday eve- 
lnings. At these swimming ses- 
| sions they will be coached by Rob- 
fert MeDermaid, president of the 
club, for the intercollegiate meet 
ufter Christmas. Vice-president of 
jthe organization 

| Young. 


| day evening, when members of the | 


for | 
the | 


to | 


Bowser, 
Olive 


' Edmonton Gyro Club Members | 


club were hostesses. | 


| 
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Hold “Founders Day” Tuesday 


N CELEBRATION of Gyro “Founders’ Day,” and in farewell to Mr 
and Mrs. Hugh Black who are leaving for Ottawa, and Capt. Harold 
Richard, R.C.A.M.C., who is leaving for duty elsewhere, 60 members of 
the Edmonton Gyro Club and their guests gathered Tuesday at the Mac 
donald hotel 
Guest speaker was Stuart Johnstone, one of the charter members of 


the club, who reviewed the history. | 


of the Edmonton club from its in- Others present included: Mr. and 
auguration into Gyro 921. to the | Mrs. Jack Burger, Mr. and Mrs. A 
4s t Md eaten Butiin, Mr. and Mrs. Cyrib Cormick 
present, Mr i Mrs. Jack Mawe, Mr. and Mrs 
Stewart Graham was chairman, Art Fleming. Mr. and Mrs. Stewart 
’ ; Gra M and Mrs. Austin Grant 
and Ald. Fred J. Mitchell, Aurie | yy; Mrs, W. McBride, Mr. and Mrs 
Portfors and Richard Sherwin as- | ¥erber! MePherson 
sisted with arranging the progr: Mr. and Mrs. Roy Miller, Mr. and 
GueiteciOlied tn bein te cing. [Mrs Alex Mitchell, Mr. and'Mrs. Fred 
: ats: J ) in community sing: | Mitchell, Mr. and Mrs. A. Noak, Mr 
ing and Mrs, W. McLelland gave a and Mrs Norris Pacey, Mr. and Mrs 
solo number. A film on the Victory Ted Ric son, Mr. and Mrs. Richard 
Loan Drive rounded . | Sherwin 3 and Mrs. Stanley Smith 
nin 1 out the eve Mi. and Mrs. Jack Usher, Mr. and Mrs 
1B. W. Van Dusan, Mr and Mrs. Herbert 
Seated at the head table were: |Hamly. Mr. and Mrs. L. Higgin 
Mr. and Mrs, Arthur Fleming, Mr. Mrs. Russ Carter, Mrs. Ernie Lake 
and Mrs. Black, Capt. and Mrs, Mrs. James Jeffers Mrs. Thomas 
Richard and Mr. and Mrs, John- | BfW®, Mrs. Lorne rrote and bare 
P Lee ¥ ms and Mr. and Mrs. W 
stone. McLel 
y! McL 


| son of Mr. and Mrs. L. B. Seegar, of Edmonton, at an afternoon service | 


| 


“Most | 


| 


place | 


For the purpose of arrang-:! 


Miss | 


is Miss rae 


|rected the program, and 


| was junior hostess. 
reform measures must | 


A S OK } 
While at the capital city, she had | Edmonton, Oct. 10, Dr. F. S. McCall 


the personal column .. . 


Albert George was the name chosen at the christening of the infant 


held in All Saints’ cathedral Sunday. The Rev. Canon A. M. Trendell 
officiated. Godparents were Miss Lolo Mabey, of Wainwright, and C, D 
Sutton of Edmonton. Immediately after the ceremony, a reception was 
held at the home of Mr. and Mrs, Seegar for 30 guests. Mrs. C. A. Witt- 
mann, grandmother of the baby, poured tea during the afternoon, and 
dining-room hostess was Mrs. C. D Sutton. The tea table was set with 
a white lace cloth, centred with a large crystal bowl of pink and white 
asters, flanked by tall white tapers. 
Mrs. J. Edwards. 


Soldiers, sailors, airmen and visiting United States servicemen were | 


present on Sunday evening at the United Services’ Y.M.C.A. Hostess 
Hut, when city artists presented a variety concert. Mrs. C. Christie di- 
Mrs. Kenneth Saunders made the arrange- 
Mrs, Allan Gillies was senior hostess, and Miss Mary McCartney 
In the canteen were Miss E. Gillies and Mrs, W. 
Prosser. Artists included Mrs. Betty Simms, Mrs. Doris Pettis, Miss 
Norma Madill, Miss B.*’Carmichael, Miss Beryl Knight, Jack Toulson, 
William Smith and Jack Jones, 


ments, 


CPI a a. 8 a6 
There has been an urgent re-* Mrs. C. B. McAllister has return- | 
quest that Edmontonians donate ed to the city from Winnipeg, and | 


metronomes to the Red Cross is a guest at the Macdonald hotel, 
Superfluity Shop. before returning to the Pacific 
r 7 \ coast, 
The marriage has been announced | heap Ian 
of Mary Louise, daughter of Mr,| King Edward Park community 4 


and Mrs. G. E, Clark of Wildwood, hall was decorated in true thanks- 
to Richard Orval Sylvester of |giving style with multi-colored 
Evansburg, son of Mrs. Sylvester of | flowers, fruits and vegetables, for a 
Stony Plain and the late Mr. Syl- dance and whist drive on Saturday 


vester. The wedding took place in |evening. Mrs. H.» B. Wallace was 


Mrs, Holts, Mrs. Sylvester, Miss 
McLean (consolation), Mrs. Buffle, 

Women's Auxiliary to the Opti- Mr Vaughan, William Jones, and 
mist Club is holding a rummage (©: Backstrom (consolation). Draw- 
sale at 9839 Jasper avenue, on Fri- in8 for four hampers of groceries 
day at 9 a.m. In charge of arrange- | ad the following results: Miss Pat- 
ments is Mrs. D. W. F. Richardson, | "tia Milward, first hamper; Mrs, 
assisted by Mrs. B. Aylen, Mrs. Ebdon, second hamper; Mrs. Kelly 
Henry Runte and Mrs. J. M. Berge. | third hamper; and Miss Patricia 
Proceeds will be used for war work | Phelan, fourth hamper, 


officiating. 


. 


|of the club | fa, L204. 
ireuwé | Mrs. C. E. Race will be guest 
Wives of Edmonton navy men, speaker at the autumn Thank Offer- 
members of the Jolly Tarrettes |ing meeting of the W.M.S. of Knox 
club, met one evening last week at | United church, to be held in the 


the Y.W.C.A. War Service's club |church auditorium on Thursday at 
room. Those present included: Mrs. |3 p.m. The society is particularly 
V. Davis, Mrs. H. Hancock, Mrs. T. | anxious to have life members and 
Allison, Mrs. E. Howard, Mrs. J.|home helpers attend. Mrs. George 
Allan, Mrs. C. White, Mrs. A. Sey-| Hudson will sing, and after the 
mour, Mrs. D. Drabble, Mrs. C.| meeting there will be a social half 
Aiken, Mrs. R. Garrett, Mrs. S. Gib- | hour in the school room 


bon, Mrs. C. Fraser, Mrs. Erickson, -———— 
W.CT. 


———o 


U. Meet 


Mrs. Chandler, and Miss Chevalier 
LAC. J. C. Broadbent, 
who has been visiting in the city 


R.C.A.F., 


Assistants were Mrs. E. Brooks and | 


chairman. Prizes for whist went to | 


for the last two weeks, with his 
parents Mr. and Mrs. F. P. Broad- 
bent of the Highlands, returned 
Tuesday evening to his station in 
eastern Canada, 


2 ¢ +e 


At the bridge and whist party 


held by the Harmony Club of Jewel | 


Rebekah Lodge No. 25 LO.O.F. re- 
cently, Mrs. A, Neumann, vice-presi- 
dent of the Rebekah Assembly of 
Alberta, presented prizes to the fol- 
lowing winners; whist, Mrs. J. B. 
Ferrier, Mrs, M. Zender, Mrs. A. B 
Hodgins; bridge, Mrs. W. G. Angus, 


Mrs. J. Watt, Mrs. D. A, McLennan; | 


attendance prize, Mrs. D. A. McLen- 
nan. Draw for the doily sets were 
won by Mrs. Edward Mincho of 
Millet, and Mrs. Leonard Booth 


Miss Ada Forbes and Mrs, D. 
Spalding are convening the Mili- 
tary Whist drive to be held by 
Jewel Rebekah Lodge No. 25, 1.0 
O.F., in the LO.O.F, temple, 112 
avenue, and 95 street, after 


* ee 


p.m, 

Metropolitan W.M.S, will hold 
its Autumn Thank-offering meet- 
ing in the lecture room of the 
South Side library, Thursday, at 3 
p.m. Rey. W. T. Young, of Nor- 
wood United Church, will be the 
guest speaker, and Miss B. Hos- 
ford will be the soloist, All mem- 
bers and their friends are cordi- 
ally welcome. 


the | 
| regular meeting on Thursday at 8:45 


Opens Tuesday 
S. A. Citadel 


“After ™any interviews and 
much pressure, some action is 
promised in the matter of liquor 
}control,” the Rev. R. McElroy 


| Thompson, minister of Metropolitan 
United church declared in address- 
ing the 29th annual convention of 
lthe Alberta Provincial Women's 


Christian Temperance Union at the! 
Salvation Army Citadel, Tuesday | 


evening 


| “The distilleries are to be taken | 


over for the manufacture of indus- 
j trial alcohol, hours of sale are to 
| be curtailed, and the alcoholic con- 
tent of liquor may be reduced,” he 
said 
| necessity mean that there is 
real permanent growth in temper- 
ance sentiment 

“Before becoming too complacent 


| about the growth of temperance 
}sentiment, one should ask why 
these restrictions. My understand- 


ing is they are ‘war-measures’ de- 
signed to meet a national emer- 
gency.” 

Mr. Thompson said that the re- 
cent Gallup poll revealed a major- 
| ity in Canada in favor of these re- 
strictions “for the duration.” 
| “It would be interesting to know 
}if a majority would favor them be- 


—_ | KEEN’S MUSTARD 


NEW...q CREAM DEODORANT 


which safely 


STOPS under-arm PERSPIRATION 


1. Does not rot dresses or men’s shirts. Does not irritate skin, 


2. No waiting to dry, Can be used right after shaving, 


3. Instantly stops perspiration | 
3 days 


to 


Removes odors froff 


perspiration, keeps armpits dry 


4 A pure, white, greaseless, 


Staintess vanishing cream, 


8. Arrid has been awarded 


the 


Approval Seal of The Ameti- 


can Institute of Launderi 


ng 


for being harmless to fabric, 


+++Buy @ jar today... 


at any store which 


solls toilet 


goods, 


Also in 15¢ and 59¢ jars 


ARRID 


“But, all of this does not’ of, 
any | 


Party Held 
To Honor 


G. Jonson 


| Miss M. White | 


A. MacCulloch 
Pledge Vows 


The marriage 
ceremony = at 


took 
First 


place at a 
Presbyterian 


In celebration of his 70th birth-| church here on Saturday, of Miss 


Jonson was guest of honor 
at a 
number of relatives and friends 
Cards were the order of the even- 
ing, and prizes went to Mrs. A 
Samuelson, Mrs. R. Fogal, Mrs. E 
Wall, S. Jonson, R. Rose and O 
Sund A large birthday cake 
adorned the refreshment table 
Guests included Mr Mrs. A 
Samuelson, Mr. and Mrs. M. Eliasson 
Mr and Mrs A Pia Mr. and Mrs 
R. W. Fogal, Mrs. O. Vicklung, Mr 
and Mrs. S. Viken, Mr. and Mrs. O 
Sund, Mr. and Mrs. N_ Trottier 
M and Mrs. H. Trottier, Mr 
Mrs M_ Pearson Mr. and Mrs F 
Skoog. Mrs. E. Watt, Mrs. Hanson, Mr 
R. Rose, Mr and Mrs. Wahl- 
and Mrs, W. Hopkins, Mr 
B. Jonson and Mr. A. Berge 


day, G 


recently a party arranged by 


and 


rson, 


and 


Mr 
} and Mrs 
kvist 
Ne 
coming a permanent thing,’ he 
said 

During the early part of the 
}evening’s program, music was sup- 
plied by members of the Salvation 
Army, and a male quartet. Colored 
lantern slides were shown later, 
and the devotional was led by Maj. 
Mabb. 

Interest was centred in the after- 
noon on the various district presi- 
dents’ reports, and on the appoint- 
ment of special committees. 

Mrs. F. G. Grivett, who is attend- 


|ing the convention from North Da-| 


kota, brought greetings from that 
branch, One report stated that the 
W.O.T.C. had built and furnished a 


home for service men at Petawawa, | 


Ont. New unions have been formed 
at Wetaskiwin and Innisfail 
Following are the special commit- 
| tees appointed, and their members: 
|Credentials committee, Mrs, M. C 
| Osborne and Mrs. Fawcett 
Planning of work committee, Mrs 
A. MacGregor, Mrs. Fawcett, Mrs. 
| J. Thorsby and Mrs. J. B. Sib- 
| bald. 
| Finance committee, Mrs. E. M. 
| Bailey, district and local treasurers. 
; Press reporter, Mrs. I, M. Hali- 
| burton. 


| A, 


Violet Lillian Marjorie White, eld 
est daughter of Mr. and Mrs. Carl 
White of Stony Plain, and A 
McCulloch, eldest son of Sgt.-Maj 
and Mrs. A. McCulloch, Muskeg 
Creek, Wildwood The Rev. J 
MacBeath Miller officiated 

The bride, who was given in mar- 
riage by her mother, wore a floor- 
length gown of white silk crepe 
and veil, held in place by a wreath 
of White roses and lily of the val 
ley. She carried a bouquet of white 
and red carnations. Her only piece 
of jewelry was a pendant of rubies, 
gift of the bridgroom 

Mrs. H. R. Trowbridge, sister of 
the bridegroom, was  matron-of- 
honor, and chose a floor-length 
gown of rose silk. Miss Turner and 


\ 


Miss Law, cousins of the bride, 
were other attendants. Both were 
frocked in toe-length gowns of a 


cream shade, designed with eyelet 
embroidery. Accessories ‘of blue 
including blue veils, completed 
their ensembles. 

Rhoda Barbara Trowbridge, niece 
of the bridegroom, was flower girl 
and wore a frock of rose silk 

Norman Shonert was best man, 
and Mrs. Wells played the wedding 
music 

Following the ceremony a recep- 
tion was held at the home of Mr. | 
and Mrs. Myers, Ross Flats, Edmon- 
ton, 


PE Seon | ed ee 
CALENDAR 
Ladies’ Auxiliary to the F.A.L.C., 
meeting Thursday at 3 p.m. in the 
Moose Temple. 
Special meeting tor women, at the 


Gospel Hall, corner 97 street and 104 
avenue, Thursday at 3 p.m. All women 


invited. 
Knox United W.M.S. thank offering 
meeting in the church auditorium, 


Thursday at 3 p.m. Mrs. George Hud- 
son, soloist, Mrs. C. E. Race speaker. 

Central Lutheran Ladies’ Aid, meet- 
ing in the “church parlor on 109A 
avenue, 94 street, Thursday at 2:30 p.m.) 
Mrs, T. Grue will he hostess. | 

All Saints W.A. meeting in the parish 
hall Friday, 8 p.m. Mr. Mayne Reid, 
K.C., will show colored moving pic- | 
tures. 
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PERMANENTS 


For Lasting Beauty! : 
AT THE SAME LOW PRICES Sas 


45 and $f) .45 © 


EN 


a 


é 


Our Professional Beauti- Guaranteed . 

clans will give exacting Perfect Finest 

care to your Permanent Wave Ingredients 
Weving problems Only Used 


MARVEL BEAvUTY 


10114 Jasper Ave Ph. 27234 PARLOR 


Doors West Bank of Commerce 


Upst 


° 


BOY! LIPTON'S 
FULL‘ FLAVOURED TEA 
CERTAINLY MEETS THE 


RATIONING TEST FX) 


WITH 


THIS RICHER, 
MORE SATISFYING TEA 


ESPITE RATIONING, you can 
still enjoy a good cup of tea 
—and get more ith per coupon— 
if you use Lipton’s ‘small leaf’ Tea. For 
| Lipton’s is a master blend which includes 
select teas grown exclusively in Lipton’s own 
gardens in Ceylon. That is one of the reasons 
why Lipton’s is so uniformly rich 
and full-flavoured, goes farther and 
makes every cup more satisfying. 


Also Packers of —LIPTON’S NOODLE SOUP MIX 
“THE SOUP SENSATION OF THE NATION” 


From now on use Lipton's fulle 
flavoured “small leaf” tea. An 
Empire Tea that's fit for aking". 


AAY 


USE B 


ULLETIN WANT ADS FOR BEST RESULTS 


| 


| 


| Mayonnaise tes: rood: 


‘Peas 


| PeaS - sugarvelle Choice, Sieve 5 

Tomatoes rea tit choice, 21's 
Spinach Emerald Bay, 20-07 
Red PIUMS sunvcam, 16-07 


| Lobster savoy rancy 


Table Salt 3'2-lb. sacks 
Beef Cubes Steero Bouillon, 5's 


Floor Wax 


Poliflor 


Vitamin B, White Flour 
7-lb, sack 
24-Ib. sack __- 
49-lb. sack 
98-Ib. sack 


Gardenside Ungraded, 16-0z 


Kitchen Craft Flour 


__-. $1.32 
$2.53 
Jot 
'P. & G. SOAP, Naptha, 10 bars 48e 


EVERY THURSDA 


Your whole family will enjoy the Family 


Circle Magazine ... the sprightly magazine 
that is always entertaining, informative and 
full of pep . . . a new issue every Thursday. 


16-oz. jar 


3 tins 28c 
10c 


16-0z, tin 
Tin 12c 
rn 15¢ 
tn 9C 
No. ‘4 tin 23c 
zach YC 


12c 
19¢c 


Tin 


7-oz. tin 


Creamer 
MEADOW W 


First Grade 


EXCELLO 


Second Grade 


21c 
69c 


Bottle 20c 
3 for 2OC 
25c 


Ketchup Heinz, 14-02 
Cherub Milk tau cis 
Pure Lard 


SARDINES, Brunswick 


All Brands 2 Ibs 
ChEESE adveria mia 1» 25c 
Cheese ontario Tasty Lh BSC 
Shortening seve sana ww. 17c 
Mustard Libby's Prepared 6-oz. jar 8c 
Marcaroni caters. 50: rx. OC 


Soup Mix Lipton’s Noodle 
| . Grapefruit Juice 


y Butter 


OOD 
3 Ibs. $1.09 


3 Ibs. $1.03 


Tin 6¢ 


| TOILET SOAP, Camay Bar 6¢ CORN FLAKES, Kellogg's 

| CASTILE SOAP, Kirk’s, 2 bars Ye SrOZn cede, -2 pkgs. 15¢ 

|IVORY SOAP, Large 2 bars 19¢ PUFFED WHEAT, 

|IVORY SOAP, Medium . 2 bars 13¢ Quaker 2 pkgs. 15¢ 

[IVORY SNOW, Large Pkg. 23¢ GRAPE NUTS 

| CHIPSO, Large Pkg. 24¢ FLAKES 2 pkgs. 17e 

|CHIPSO, Giant ....... Pkg. 51¢ PEAS and CARROTS, Broder's, 

|OXYDOL, Large Pkg. 24¢ 20-02. fais 2 for 27e 

|OXYDOL, Giant . Pkg. 65¢ PUREX TISSUE, 

| KRAFT CHEESE 1,-lb. pkg. 18¢ 8-oz. rolls 3 for 25¢ 
SPINACH, Aylmer Fancy, LIGHT BULBS, 25, 40, 60 Watt, 

| 15-02. 2 tins 25c¢ Each 15¢ 


4-oz. tin 23e¢ 


SAFEWAY . 
GUARANTEED MEATS 


Sofeway meats are all tender, all juicy, good-eating—all 
queranteed to satisfy you completely or all your money 


MIXED PEEL, Cu 


ROR om meme oem 


back right now, no quibble, no fuss. 


Milk Fed Veal Fillet Roasts 
Milk Fed Veal rump roasts 
Milk Fed Veal Stew and Shanks 
‘Choice Lamb tess, tists or wnoie 
Choice Lamb Shoulders, as cut 
Choice Lamb toin crovs 
‘Pork Tenderloin &.: r:vins 


Beef Liver siicca 


Hamburger Freshly Ground « 


5s SAFEWAY 


Lb 30c 
Lb. 25c 
Lb 9c 
Lb 28c 
17c 
28c 
29c 
20c 
10c 


Lb 


Lb. 


Lb 


Lb. 


Lb 


WE RESERVE THE RIGHT TO LIMIT QUANTITIES 


a 


t Lb. pkg. 24e¢ 


B.C. Pe 


Sweet Potatoes imporica 
Table Potatoes «». 
B.C. Celery wei sicaches 
Cranberries cave cu 


GUARANTEED-FRESH 
PRODUCE 


Select just what you can use todey while it’s at its 
best, and pay only for what you get—by the pound. 


Jonathan Apples iusy ic 
Macintosh Apples 
Table Grapes x.) 
Concord Grapes onic 


2 pkgs 23c 
House are 1 1 c 


Robin Hood Flour 


7-Ib. sack - 23e 
24-Ib. sack _____ 77Te 
49-Ib. sack $1.45 
98-Ib. sack $2.79 


Town 
20-0z 


CURRANTS, 

Recleaned , 2-lb. pkg 
MIXED PEEL, Cut, !4-lb. pkgs 
GLACE CHERRIES, §-oz. pkg 
CAKE FLOUR, 

Swans Down aye 
PURE EXTRACT, » 

Trumpet 2-02. 
SENECA SPICES, Dredge, Tin 
BAKING SODA Lb. pkg. 
BAKING POWDER, 


. 25c 
- 1de 
» 23e 
28c 
19¢ 


6c 
10¢ 


Pkg. 


Laurel 12-02. 15¢ 
BAKING POWDER, 
Magic 12-02. 23¢ 


com oem oe omnes 


Ln, oe 
$1.55 
wu. 15¢ 
Basket OC 
2 Ibs 23c 

i» 10¢ 
15c 


Orchard 
Run, Case 


a rs D'Anjou's 


10 Ibs 
Lb 7c 
Lb Oc 


GAFEWAY STORES, LIMITED 


Want Ads 


Cdmonton Bulletin | Amusements, Coming 


Oldest Newspaper 


CHARLES E. CAMPBELL, 


Alberta's 


Owner and Publisher 
JOHN HOWE¥ 
Editor 


HAROLD L WEIR, 
Associate Editor 


R. HAMMOND, 
Managing Editor 


ROBERT J. ROEB, 
Business Manager 
4 | 
THOMAS N. DWAN, 
Advertising Manager. 


BENDICKSON, 
Manager 


H E 
Circulation 


6 months 

months Saturday only 
} n Canada, $2.50 per 
by air mail in North West 


year 


ncluding Goldfields 
) per year Daily 
one year 


CL ASSIFIED WANT. 
AD DIRECTORY 


1 to 14 ANNOUNCEMENTS 
Births, Engagements, Marriages 
Deaths, Funerals, C. of Thanks 
In Memoriams F Coming 


and F ound, Personal, | 


Events, Lost 
Travel 
15 to 20 Employment ; | 
21 to 25 Business and Professional 
Services 
+ Household Services } 
Repairs 
Home Building, etc 
Gardenin 
to 34 Miscellaneous for Sale | 
Wanted and 
45 to 64 Rent i] 
65 to 74 Real | 
78 to 83 Finar | 
85 Tawis and r 
90 to 92 Auto Acc ries and Service | 
93 Trucks and T 
94 New Car Dealers 
95 Autos Wanted 
96 Autos for Sale | 
99 Semi-Display 
Marriz wges 3| 
SYLVESTER—CLARK 
Mr and M G. E. Clark of Wild- 
wood wish to announce the mar- | 
age of the se 
to Richard of 
vanst 5 er of 
Ss: 
ace ir 
Mc | 
————_—_ ———————— — =| 
| 
Deaths 4) 
HALVOR HAROLDSON 
On October 14, aged 83 ye Halvor | 
Haroldson of Exigerton Passed | 
away in an Edmonton Hospital. He 
survived b siste Mrs, Houger 
w 
at | 
cemete 
funeral 


MRS. ROBERT SHERLOCK 


é t t Tr 
cemetery we yy request 
Andrews ineral Chapel, funeral 
directors, 

PATRICK DANIEL BARRY 

On Oct. 12, Patrick Daniel Ba ot 

» awa the 

He Aves 

Marjorie 
t., Jame at 
iV B.C 
six brothe 

of Ed 


O'Reilly will officiate d 
take place in lo 
Prayers will be held t 
ng at 8.30 o'clock at 
home. C elly & McK 


MARY MAXINE REBARGE 


On October 14, Mary Maxine Rebarge 
of Evansburg, Alta., passed away in 
a 10ca) hospital at the age of five 
months. She leaves to he 
loss, besides he wing ar 
father, two sisters, Evel and | 
etta, both at home remains 
will be forwarded to Ev burg 
burial. Park Memorial, funeral di- | 
rectors 


Edmonton Bulletin 


BARGAINS BY THE SCORE IN BULLETIN WANT ADS 
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Events 
WEDNESDAY 


BINGO 


TONIGHT—-8:45 
Alberta Ave. Community 


League 


ADMISSION 


25¢ 


1] 


LOST—S 


ick 


Reward 


ther wa 


P 


Lost and “Found 


GENTLEMAN'S Hamiltor 


12 


on w t watch 
terrie 

s. P 

ioe : 
between 8 


cathe key-holder 


Conta 


LOST—B con- 
taining 9 Or 10 key name of owner 
to be found under the flap on the 
inside: finder wit) t liberally re 

, warded Box Bi lletin, 

| THE following articles were found in 


the city 


eet cars on 


TUESDAY, OCTOBER 13 
prace! 


Parcel 


wear, lady's ¢ 
oves, 


ther g 
purse, b 


of 


tow 


ank 


els, 
xth gloves 
ady'’s hand-bag 
book. Ph 


of under- 
lady's lea- 
change 


71056. 


PLEASAN" 
Ke 


ants and 


| COMPLET. 


se 


ire” 
aph 
Mar 


at 
biogr 
City 


the cause of { 


No 


ing part 


is 


rvice k 


oking 


Personal _ 


yr free 
Co.,, 


veloping 


Yr envir 
nd att 


invalids 


E set of 
ies for 
1es, 7 
ket 


a ni d 


lite 


Winnip 


“Makers 
sale, 


Nu 


}2¢ ‘01 JORED PRINTS FREE with o 

( & Printin 
Winnipeg, 
amateur) 
wl. Rep 
onment 
ntion 


t 


se 


31 


St 


Payne 


13 


x n con ditions with eczem a 
ture 


Main 


Phone 
ods 


hold g 


sold 


der 


of Liter- 
volumes— 


Mac's Book Club 


10460 


TAPEWORM 


one 


ils you 


mmun 


| 

STOMACH and thread w 
ll-health in humans, a 
e! Why 


trouble 


1 —Free! 
Remedies, 


ARTI 


the 


for. 


book 


Wr 


AND ART STUDENTS 


that 


Whyte Ave 


ns ofte are 


not 
? Interest 
Mul- 


SIMPLIF TE D DR: MARIS, 


drawing 


cou 
) dr 


OR 
SIMPLIBIED DRAWING 


iplete 


stration with 
nly $2.00 p 


St 


including, drawing board 
d, pencils, rule 
wa . paints and charcoal! for 
$4.00 postpaid rtists’' Supply Com- 
pany, 16 Gould St., Toronto, 


CURE that seif-consciousness and awk- 
wardness by learning to dance in 
s or No charge 
SU LLIVAN’S SCHOOL OF BALI 
ROOM DANCING 
38 10) St 115 biks N ot Eaton’s 
JET’ HOT STOVE POLISH 
Cleans. polishes, “cooking-hot" steel 
stoves Won't blacken 


STORES §s 


PERSONAL engraving while you wait 
watches shters, gitts ete Down- 
Stairs, Metropolitan Stores 

MADAME Gertrude teacup reader 
BIMS 10232 99 St 

RHEUMATISM Suftere 'ry meta) | 
chains spec itst t 

COURTNEY Dental Laboratory. 3 Brad: | 
burr mpson BIk Opp Metro. 
politan Store 

FUMIGATION—Bedbugs roaches, tur- 


re ch 
10540 101 


amber EF 


st 


Ph 


-L 


‘JET 


Chemica! Co 


BUSBY PHOTO STUDIO 


10450 


AND al) 
Products 
faction 

_ Furniture 

BU RTON 


0) St 


Pe 
Re 


(TRYING 
advertisi 
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bur 
Ads 


use 


yours 


Jasper 


Ph 


SED BUGS 


quirer 


Ave 


to 


elf 


For 


Ph 


Insects ext 
Co., 9916 
ruaranteed 

vault 
L 


run a 


Soc 
Suppli 


> and 


TIN PRINTERS 


business 
is like winking at ag 
k. No one knows 


the best 


The Bull Mags 


inated 


21485 


Ss. 


P 
ed 


nting 


Retinement 
LTD 
Ph 


26454 


withou 


alour it 
in Want 
Ph 2612) 


“s 
Funerals 5 | “EMPLOYMENT > 
PATRICK JAMES RHATIGAN 
ce Rien Sh cia ‘Help Wanted Female 15 
thatigan. of South Ed ton, W GIR} it housework, $25 montt 
passed away October 7th, at the age 102 Ave. Ph 
of 70 yea were held Sa = 7k ones 
G St. A ELDERLY lady we ady 6£ a 
t an UusewCr t = 
T Baye Es 1 F Sla Byer 
e pa Ae 
W. A. Grove | Persons Seeking 
we | Employment 
y and Ad with the 
V nd M ’ 4 . 
Sy cate PROVINCIAL 
Waite Mud || | GOVERNMENT 
peand pel do not have to apply 
4 a —] ee 
@eiviliiat: cots Ty Reef ee through the Selective Ser- 
mm the McDonald far 1 vice Board. Applications 
Irs. Lawrence } i Mr. a ‘ 
Mrs. E: W i anrvive should be made direct to 
wife, a sister, M Grove, o the Civil Service Commis- 
i it t nM 
+ ae sioner, Legislative Bldgs., 
Clark \ Mrs. H H Edmonton. Vacancies are 
P ° Pet eee? open from time to time 
at home, a en grand P Examinations are held 
= = every week. 
Cards of Thanks 6 
As a service lo readers the Edmontur HOUSI KEDPER a te 
Bulle has prepared a booklet of | *” 8 | 
correct wordings for “Cards of Ss ; y Vals 108 
Thanks.” It ts free upon request Call : : 
pnone STRONG gi vante f ins ant ir 
k € fe Ay 
Natior iva Savina me 
In Memoriam 7 | edee Adee te 
fu as8isi readers in preparing ‘ir | RESPECTABLE ousekeeper fu 
Memoriam notices the Edmonton | AIRE mane Satisfacto 
Bulletin has preparea a »kiet of P 
ve very appropriate verses It is) MIDDLE-AGED won : te 
free upon request Call write or phone| n 'p . 4615 . ” 
for a copy ae 
tas a =¥ rs GIRL fo eral housework, 1124( 
= st Pp 13 
Florists 8 | Gir F 
= rele ed 
PIKE & CO WANTED by 
FLORAL designs fresh cut Mowers ; be tidy a 
10049 Jasper Ph 92766 Eve 25496 | Cha no cull Box 
: Anh iss ware se, Sask 
OUR capable Ad-visors speciauy a week for an t 
trained for their fob. will do more| 4 vering noon edit 
tha receive you advertisement ' town area Giris v 
they will nelp vou write Tey wh 4G KO lO Carn eXtra o 
w nelp you word it 60 that it wil) ang who are free to report daiiy at 
Stag you the earliest possible 10:4 air Apply te Mr Grab 
RESULTS and save you time and Sirculat department, The Bulletin 
money, 1 Bicycle useiw out nus essential 


Tor- | 


find | 


| SUBSCRIPTION 


Hiess j¢ 


Also 


s 10126 


1) | 


MacLAURIN 


Help Wanted Female | Educational Services 23) 


Inst. 


15A! 


ATTENTION GIRLS 


GREAT DEMAND—GOOD 


Ww 


AGES 


FOR NU-FASHION TRAINED 
HAIRDRESSERS 


Clean, dignified, professional work 
We have associated Loan Dept to 
help finance training for those 
requiring financial help No in- 
terest charge. Pay after employ- 
ment plan 
War conditions have caused great 
‘ Hairdr rs Why not 
ich vacancies? Write or 
‘oday for FREE LITERA- 
TURE AND INFORMATION 
Nu-Fashion Beauty Schoo! 
10357 Jasper Ave.. Edmonton 


NOT 


‘Help Wanted Male 


ICE 


‘16 


THE advertisements below are subject 
to the following conditions provided 


for by Order-in-Council: 

Applications will not be con- 
sidered from persons in the em- 
ployment of any firm, corporation 
or other employer engaged tn the 
production ot munitions war 
equipment, or supplies for the 
armed forces unless such employee 
is mot actually employed in his 
usual trade or occupation 


|W ANTED—Someone to plow 100 acres 


this fall or spring, also 200 tamarac 
rails delivered. R. A. Wagnez, Millet 
Alta. Be 3 ‘ 
DETECTIVE, SECRET SERVICE 
AGENTS Amb yt men ove 
yea wanted e\ n Canada 
to become detectiv Particulars 
to M. K. Julien, Box 25, 
* Montreal ; 
Persons Seeking 
Employment 
with the 


PROVI 
GOVER 


do not have 


NCIAL 


to ap 


NMENT 


ply 


through the Selective Ser- 
Applications 


Board. 


vice 


should be made 


the Civil Ser 
sioner, 
Edmonton. 
open from t 
Examinations 
every week, 


direct 
vice. 


acancies 
ime 


are h 


to 


Commis- 
Legislative Bldgs., 
v 


are 


to time. 


eld 


$3.50 to $5.00 a week for an hour's work 


a day delivering 
tin in downtown 
who would uke 

who are tree 


noon edition 


area Boys 


Bulle- 
or men 


to earn extra money 
to report daily 


at 


2m Apply to Mr Graham 
tion department. The Bulletin 
useful but not essential 


Help Wanted Male 


Inst. 


COMPLETELY 


AUTHORIZ 


16B 


ED 


Oxy-Acetylene and Electric 


WELDING 


One cumplete 


outtit 


COURSES 
tor 


each student 


WELD-RITE WELDING SCHOOL 


Medico 
a 


Kingsway and 


sion Apply Cir 
Farm and 
Alberta 


MEN! 
YOUR 


Vital War Plants 
struction JObs 
Need Trained 


PREPARE yours 
PAYING jobs t 
diately in our 


39-DAY 
COURSE 
prints 
lay-out 
CLASSES 


mechear 


BEGIN 
at 5S week Per 
Winter 
Ca yr Write 
TIONAL SCHOOL 


Edmonton. P} 


ods 


Ranch 


HERE 
OPPORTUNITY 


CHICAGO 


Welders 
Ph 


100% ¢ 
on Depar 
“Rev ew, C 


st 


is 
ir D 


g ir 


ocT: i 


VC 


Teaching 
\uto Me 


Diesel 
chanics 


G 


23079 


ommis- 
riment 
algary 


IS 


Con- 


epots 


OUObL 
nme- 


PRACTICAL 


IN WELDING 


blue 
and 


ICA- 
Ave 
town 


and | 


Sits Wanted Female 19 


DRESSMAKIIN 
mending. Re 


~ DIREC 


TORY 


Professional Services 21 


PHYSICIANS A 

BELL, Dr Irving 

_ Medicine 620 Te 

BOULANGER Dr 

_ Office Boulange 

GILLESPIE, Dr 
Ps 248 


MACBETH, A 
Surgeon 
Tegler Bldg Ph 
BOISSONNEAULT 
surgeon and ma 
Bldz_ Ph 21612 

DR CM 

ECTRICAL tre 

non urgica 


Ww 


reat 
cose 
Tegier Bidg 


xler 


Fulton 


diseases of 


atments ~ 


ND SURG 


ONS 


FRCP Internai 


_Ph_ 21 


Bldg 


Birks 


MD, 
26311 


DOr E. 
ternity 


ph 


McNEILL 


ment for ¢ 


247 


43) 


physician & surgeon 

Ph 
surger 
Bldg 


22009 


y rec: 
Ph 


FRSCE 
wome 
res 82065 


n 723 


ysician 
Birks 


successtu 


upture 


veins “and enlarged prostate 


Ph 22030 


DENTISTS — 
F S. Dentist 


COLMAN DR 
400A Tegler Bidg 
LOWTHER 
Office 702 


DR 
Pegier 


Dr L 
403 Tegler Bic 


BARRISTERS AND SOL. Ic ITOKS 


JOHN 


Ph 26448 


Ph 
5 
Building 


D. dental s 


Ph 


res 


26824 


Dentist 
21985 


urgeon 
32633 


GERALD OCONNOR KC 
i National Trust Bldg Ph 214 
JAMIESON & JAMIESON 
12 Mele Bidg Ph 55M 
7RANT & St Charles A 
KC 513 McLeod Bic Ph 22677 
EYE EAR, NOSE AND THROAT 
* DR G F CHAPPELLE 
Also ‘Spectacle Examinations | 
215 Empire Bik Ph 26849 res 61228} 
VETERINARY SURGEON 
DR J E RATTRAY Veterinarian 
10750 10) st Ph 2486 
OPTOMETRISTS & OPTIC 
IRVING KLINE 
DAVID S$ KLINE 
Hegistered optometrists Where pvor 
eyes d good glasses meet 
wily J ea? Ph 23682 
—— Sin — 
Business Services 22 
BULLETIN PRINTERS 
16 LWIA Ave Ph wdo4 
E onton Rubber Stamp Co Lia 
10037 101A Ave Ph 26927 
| PURS repaired, reftyled relined A 
Audiesen, 1010) 100A Sk Ph oval, 
V 


~| For All Building Materials 


i For above rates 


‘WEDNESDAY, OCTOBER 14, 1942 
FOR SALE 


MISCELLANEOUS 


30 


D ANCING TEAC HERS 


i 
We JUNEAU SCHOOL OF DANCING ar eaAM EORGTHOR OY risen machine} w. D. WASMUTH, 10 99 St | 
r Jit 060. 7 ry ; 
Specialists in Ballroom, Tap, Acrobatic | —1'-890¢ conaltion. Bh. t -.| WOODWORKING machinery for sale’ | 
and Ballet dancing. 9610 Jasper | FIREPLACE mantels, place over rad-| One No. 108 Berlin 15- inch moulder; 
Ph 24588 | iant. Different designs, Special price one No. 94 Berlin 1 n 2 | 
rr Ph. bath No. 1 4x4 American moulder; three j 
PIANOS rented, bought and sold. single end tennoners; four power feed | 
| Household Ser vices 26 Radios rented and repaised. Jones rip saws four band saws, 36 in, to 
ind ; and Cross Ltd. 32 in, diameter wheels; one 16-ir 
| AUCTIONEERS .| GET you: Triptoil, 6c per gal. Triploll| io yoiters several tiitine table com. | - 
MUNTON, C. The Market Auctioneer | _ Ltd., 9625 102A Ave. Ph. 23% i BARON Ps p and Perret: At i re | 
Ph 25534 10224 99 St Civic Bik | - ; : i vakvamam Ports 
| mites wd ad cpan ae | REMINGTON typewriter, 14 inch; good ARTES sa reed aera Crescent ti a 
/> = ——— i ion, with 10 key decimal tabu- ing table combination saw; one band 
| WINDOW CLEANERS Vator, O48 ‘eat 397 caw, 46 -oll 
lator, $45 cash. Ph. 82397. re-saw, 46-in.x4in tilting volls; also 
| DORY'S WINDOW CLEANERS | SALE—Sewing machines, new and ré-{ ™@ny other meaupnent 
10017 105 St Ph 24484 conditioned vepairing, needies and TAC AG, ; a. 
o—_—_— — 5 replacement parts, all makes. Wm _vanbouver meee Buea Tea i 
H © Comrie, Singer Agent, 9933 81 Ave. aia —- | 
| Repairs 27) _ PROOF) ae a PIPINGS fittings. well casings, corru- | 
H ELECTRIC REPAIRS FOR free estimates on your “ELEC.| &ated galvanized sheets 
Irons, toasters vacuum cleaners, ete TRIC WIRING,” Ph, 31072 SUTHERLAND LTD 
WADE & RICHARDS > ; 10212 105 st . Bh 22658 
P SKIL SLEC sc a ees 
10166 102 St Ph 26421 ’ bchte LOP ELECTRIC CO | DeWALT Saws atid Woodworking Ma- | 
FOR radio and refrigerator service cal] | MEN'S C.C.M_ Roadster bicycles—just | chines Newest tynee available from 
RADIO ELECTRIC SERVICE CO arrived United Cycle, Ph 31181 { dive laciory representatives for 
| 9839 Jasper Ph 22899 Fo ---- Cariada Quotations gladly furnished 
' ADAMS RADIO FURNITURE poration. Lid” 402° Wett Basher Car | 
REPAIRS Alt RADIOS AND STUDIO lounge and chair to match.| Vancouver. BC 
APPLIANCES Spring construction, like new. Suite > ena eT a tag 7 
General Electric Headquarters 30, Westminister Apt WESTERN Junk Co Pipe and metal | 
10418 Jasper Ph 21744 = - — —._.—j| dealers 10213 97 St Ph 24648 
| ALARM clocks iepaired, 50c Watches A good selection of 800 9-piece used | NICHOLS BROS machinists. brass 
$1.00 Schrag, $ Benson Block. next aining room suits, in Oak or walnut, and tron founders, genera! repairs a 
Rialto (upstalis! | ts specia! prices, from $59.50 specialty Mfg of sawmills. power | 
- - ~—| NATIONAL HOME FUR sHERS transmission; belting, boiler fitting, | 
TENNIS’ racquets repaired and re-| - - i 4 ¥ 
strung Cottle. rear 10120 100A St | ALL kinds of household furniture} mod Ph sine Voir wee em 
med Ph 21861 10103 95 st | 
Ph 27052 ; | tools, etc.. cought for cash Charles | ————— — | 
~~ LIBERTY MACHINE WORKS Munton Auctioneer Ph 23963 MAGNETOS bought. sold and repaired | 
Sam Nichols Mgr Seeetanel ne — Auto Electric & Magneto Service. | = 
| Machine abt vopletat | of all ena Cash For Your Furniture _10011 102 Ave Ph 366 i 
engine rebuilding and gear cutting \ art PLUMBING and neat supplies new 
| 10247 103 St ph 22048 | We will buy peoereya ro entre | and: used. Galvanized rooting “and | 
| eam — — ; siding Blacksmith and transmission 
} d: EASTON'S FURNITURE | supplies, belting in all sizes 
| Home Building an SERGE AND Ont j EDMONTON JUNK CO } 
Cc ‘D STORE ; Cor 96 St and Jasper Ph 24943 | 
Renovating 28 | | 
Bhteineh) wie EQUIPMENT j 
RADIOS y raat; 


pairs, rentals Underwood - Elliott 


“CABLE BROS 
_Fisher, td Ph 21774 


Heintzman's, 10139 Jasper. Ph 


| een ee ecleesinti = = STANDARD and . portable typewriters 


25963 


Zi VENETIAN BLINDS a for rent Pearson Typewriter 10119 
NORTH WEST TENT & AWNING | 100A St 

| 9921 Jasper Ph 22818 Venetian Blinds )-—-———-—— ———— 
[SSS ee PIANOS, MUSICAL _ 

| CONTRACTORS INSTRUMENTS 

| RAE, R H, Home building and general MASON & RISCH piano, walnut, with 
contracting 11504 97 St Ph 72785 bench, fine shape, $210. Pratte piano, 


mahogany, like new, rich tone; $225 


| BUILDINGS raised 
The Aberta Organ Shop, 10050A 105 


and alterations 


“foundation repairs 
Estimates free Ph | 


|} 73030 St. (in the lane). 
CONTRACTORS ae 
| POOLE Construction Co., Lia. build- HU 
Rn at Ss > pair yal i — —— ~— a 
j ait apices ih yet pane va eo GUNS tor rent ells and license 
aa = . for sale 
| BUILDINGS falsed and moved | Gen-| HERB WEBB. 10104 Jasper Ph 22557 
| Sand and gravel Ph 71113 SPORTING goods, hunters trappers 
— | and prospectors: supplies Moder- 
aE 0 Rs ee | ately priced Uncle Ben's Exchange 
LUMBER | 10138 101 St Ph 22057 
| WE cater to the householder and his | —— — 
| lumber requirements Ph 24165 VACU UM ‘CLEANERS 
CLARK LI'MBER CO ——— _ 
i" Ae iA alt 7 |AUTHORIZED Premier Vacuum | 
| rail iy ae ae Barastior’ | Cleaner Service Repairs guaranteed 
| ety lll Bledsoe | 10052 105 St Ph 26664 
} Armitage - McBain — abe Poon oasentatshes pean 
j | 
Lumber Co. Ltd. Fuel 30A 
T Wood & Coal, 9672 118 Ave 


| and wood only 


or 7 
HARDITE COAL & WOOD CO 


| 
} Phone Mal} us Your Requirements 


for Best Price Quotations 


TYPEWRITERS new and rebuilt, re- | Farm Supplies, Stock 32 


=| 
ma) 


= 


| 
| 


| 


We handle first class coal | — 


i Ph 25860 for Load ot Good 
{P. MANNING LUMBER CO CLEAN RIVERDALE COAL 
} LIMITED QQ 
| 10443 80 Ave Ph 3205) Machinery and Pipe 31 
—— |" GORDWOOD SAW MANDRILLS _— 
| DREW MACHINE SHOP & FOUNDRY 
. “5 8” MASS HARRIS gang plow $55 
No Shortage of 10-20 Case tractor as is. $80 
| CHAS. A. ANDERSON, 10162 100A ST. 
| IMMEDIATE DELIVERY 
Spruce Lumber | FROM STOCK 
| WIRE ROPE 
| and Se Sa 34, 7a, leinch, 1% inches, 1% 
| | at one-third off list price Condition 
| P th jas new 
“a STEAM DONKEYS 
| 1x10, 10x12 and 12x13, high pressure, | 
Steam and Bleciric Shovels up te 
at 2 yards 
| | 300, 400 and 500 K.W Engine 
H Generator Sets at $6,600 each 
, Pam) “rp arn 100 200 and 300-hp Steam Engines 
D R | RASER AN {0}. '2 and it's yards Drag-lane Buckets 
| Shapers. Lathes. Drills 
| (Dp and power Hack Saws 
“4 ° Copper Wire Bare and RC. from 
91R:¢ No 12 up to 750,000 c.c. | 
J a] WY) » 
| Ph. 21630 }1 and 2-drum Hoist, Gas or Electric 
eens Pipe 13, 1. 2 3 and 4 up to 12-inch 
10149 97 Street Conduit and B.X. from ‘'s-inch to 
4 inches with fittings 
Telephones and Switchboards 
Gas and Diese} Generator Sets 
| — = > 15 k.V.a up to 550 
HOUSE MOVERS Mine Rail, 12. 16 30 +35 and 80 Ibs 
BUILDINGS moved raised toundations Ore \ Cars, \6sinch: end" tsinep 
built Butidings bought and svuld \rauge and Electric Trammers 
Free estimates Apply H J. Marks. 6.600-ft Tram Line with 56 buckets 
10748 114 St Ph 25438 | as new 
pa eS Me. Gonloda Cars and Locomotives 
—— HRT Boilers 72x18 and Smoke 
Lt MBING AND HEATING Stacks, 22inch 36-inch and 4é-inch 
i H KELLY @& CO L ie) = 210-ft Sullivan and Ingerso!Rand 
| ‘Plumbing and Heating Engineers Portable Compressors — 
10041 101A Ave Ph 21644-21868 900-tt Ingersoll-Rand with 175 n.p 
’ — Syn Motor, as new. $5 600 
se ‘aua iHeauas very Utlle | VANCOUVER SALES & APPRAISALS 
in The Builetin’s ‘Situations Want ay! 846 Beach Ave 
| MAr 7254; eves. BAy 5013 


olu 


Farm Produce 
Household Needs—Rentals 


Special Service 


All These Are Quickly and Economically 
Handled with 


| BULLETIN WANT ADS 


PHONE 26121 


An expert ad writer will help you prepare your copy 


FOR Ww ANT AD SERV ICE PH, 261 21—We Ww ill Charge It 
CLASSIFIED WANT AD RATES 


}1 to 2 dave 10c a line 1 monu 26 publishing 
(Minimum 28¢) 4 daye 6'2c a line 
| 3 months fe @ line 
0} ” 
f3 tos days 89.8 line 6 months Stee a life 
i to 25 days Te a line 12 months Se a line 


ads must run consecutively 
Count average five words to each line 


| sire ATIONS WANTED 


MALE OR FEMALE RAT IBe 
| 7 : a Births Engagements Marriszes @na 
words aay eee tee wr 
j . 
ota wander itane 35c Deaths. $100 per insertion 
| 10 words. 6 days 3c Funeral Notices le per word; $1.00 
| 15 words 6 days 50¢ minimum 
| (Minimum charge 2c paid tn advance: 
|RENTAL ADS Cara of Thanks and in Memoriam 
Not 1 
10 words © days SOc Japa $100 per thoh 
1d words 6 days Te | REGULATIONS 
| 20 words 6 days $1 00 N a a tad abr lbae ah t 
0 ace 
;SWAP ADS ba ° anne 
i we: | lines 
| 15 words | day 25e one 
| 15 words 3 days 35¢ Advertisers desiring not to reveal 
| 15 words 6 days dc their identity may have reples 
| CLASSIFIED DISPLAY addressed to # Bulletin Box Num 
1 insertion 98ce Der col inch ber ang Wf vou wish these furward- 
| 4 inbertions any ia Pe Peel inch eco to an address an additional 
month ic co c 4 - 
| Special rates on contract basis charge of 00 will Ge made for tals 


given on request service 


The Bulleun enceavure to print only truthtul advertising ang will appre- 
clate ailention being called to any adverusing not contoriming to the nighest 


standards of honesty 
FOR WAN? AD SERVICE PH, 26121—We Will Charge It 


| 


| 


| FURNITURE, 


PAGE FOURTEEN 


| Machinery and Pipe 31 | 
MODEL IL CASE TRACTOR 


Completely Over haul ed 


POULTRY AND SUPPLIES | 
POULTRY and livestock teed, poultry | 
supplies. | 


JOHNSON’'S HATCHERIES LTD 
10172 98 St. Ph 22276 


_ HAY—GRAIN AND FEED | 
SALE—No. 1 greenfeed bundles 1 


stook R, A. Wagner, Millet, Alta | 
Box 33. H 


Seeds Wanted | 
ALFALFA, ALSIKE, ALTASWEDE ! 
AND SWEET CLOVER | 

Stale Quantity 
1est Prices — Prompt Returns | 
CAPITAL SEED & POU LTRY SUPPLY 
10189 99 St.. Edmor Alta 


highest | 


Products | 


HORSES 


wanted tor fox feed 
t prices Red Top 
5918 129 Ave Ph 72813 


mar 
Lid 


Wtd. Miscellaneous 33 


“Wanted 
B Flat Tenor Saxaphone 
___BOX 61 BULLETIN 
Frank O Bali Agencies 
Real Estate & Auctioneer 


P 719 416 Emp Bidg 
BUYS—-Dresser beds r 
ines, tools, dishes 
_couches of all kinds 
WE buy and sel) nousenula Rovds ot 
every description J H Reed Auce | 
tioneer 953! Jasper Ave Ph 27250 | 
CASH paid for tools and musiva! In- | 
struments 9922 102 Ave opp Market | 
Bt ORL L _— ——___— | 
| 


CASH for all kinds of household goods 
Strathcona Furniture Ph 31054 


WANTED—Men's Clothing. Skates. Bi- 
cycles, Mu: Instrume Cameras 
United Exchange Ph 


CLOAD'S AUCTION | 
BUYS 
dishes tools, 


Highest _ prices 


We Pay | 
THE HIGHEST PREMIUM | 
! 
| 


ranges, | 


Ph 24 


Clothing 


For Old Gold 
OF #éNY KIND 
Cash on the Spot 
IRVING KLINE 


MANUFACTURING JEWELLER 
AND GOLDSMITH 


10117 JASPER AVF 
300 Men's Suits Overcoats Clothing 
sass COUNTRY BUYER PH 25534 | 
Wanted To Buy 
10 DRESSERS 4 brown beds. electric 


washing machine Singer sewing ma- 


chine electric refrigerator Ph 25534 
WE PAY SPOT CASH 
FOR Household Furniture Healers | 
Ranges Dressers H ne ete | 
CHARLES M 
Ph 3°: 


Swaps 


SMALL hous el 
farm Bc oi 
SAWMILLS, steamers, gas t ) 21 
ton trucks r lumbe I | 
ber, Spruce Grove. Ph | 
—— = ——— | 
| 
RENTALS 
Hotels 46 
COMFORTABLE rooms Tic; wk $3 
COLLIER 9645 10% ‘AVE 


HOTEL 


Room and Board 47 


one or two. Ph 

STU DENTS 1gle or double 
room. Ph 10954 81 Ave 

BRIGHT front Yrocm with board; 

1 preferred. 9519 106 Ave 

room. Gentleman. 9930 

quiet oom. young man, good 


10162 107 St 


“Furnished Rooms 48 


PURNISHED 
business ¢ 
CLOSE in, clean 
11727 Jasper Ave 
LOVELY. front, double 
G6ingle beds; suit two; 
pferred. 10027 115 St 


board 


droom, warm, centrai 
10168 104 St 

furnishec 
Ph. 84381 


bedroom 


~ with 
if 


room 
breakiast 


Housekeeping Rooms ; 49 


FURNISHED gingle housekeeping room 
Close to car line. Ph. 26478 
BARRIE Block—One single room, all 
utilities 10751 97 St. Ph. 21386 
2 ROOMS upstairs. Adults. 11702 93 St | 
a Ph. 73940. Mornings 
FURNISHED nousekeeping rooms, $11. 
basement, $8 9638 106A Ave 
FURNISHED rousekeeping room, eld- 
erly lady, business girl, 9634 105A 
Ave 
HOUSEKEEPING room up 9151 118 
Ave Ph. 72267 or 22786 
RIVERVIEW Apt, 10136 95 St 
Suites, hot and cold water 
29757 
Unfurnished Suités 50 
2 ROOM suite, unfurnished, redecor 
ated, gr id floor, hot and cold 
water, 9536 107 Ave, Ph. 27804 
3-ROOM su semi-private bath 
Adults, 9929 80 Ave, 


| WANTED—Rent garage, 


Unfurnished Suites 50) 


(Continued) 


Rosslyn Court 
10238 109 St 


SINGLE room 
2-room suite, with «itchenette 


CHAUVIN-ALLSOPP & CO, LTD 
202 McLeod Bidz Ph 21661 


Oe | 
Furnished Suites 51 | 
LOCKE APARTMENTS | 
| 
{ 
| 
| 


$10 
$25 


11202 94 St. partly furmished suites 
newly decorated Reasonable, which 


Telephone 


26121 


66 


Houses for Sale 


(Continued) 


West End 


Large 4 room fully modern stucco buns 


galow, 2 rooms in ement, Garage. 
Large lot. Price $3,700 cash 
Kenwood & Kenwood 
Ph. 21583 
Cromdale 
Five room semi-bungalow type home 
in splendid condition. Large living 
room, dining room or bedroom and 
modern kitchen down. Two large 
bedrooms and bath up. Sundeck. Gare 
age. Real value at $3 


includ nt ater gas feat 
Saale CONTRARIAN L The Locators Limited 
Chauvin, Allsopp & Co., Ltd. | py, ayago 10161 100A St 
Sadana hy) St -bungalow—Water, light: 5 rooms, 
7: ed ee , south of 118 Ave., $1,250 cash, 
W; | roomed cottage, double gare 
"Suites ante ane | chicken; three nice lots, North 
WAN TED—F urr house or suite, | monton, $1,000, half cash 
modern. Pr 81 Room 318 IF you want a good hoine see me, 
Tr - : ~ 4 Several good one 
YOUNG couple children, desire | DUCEY, with ee & MacRae 
three room furnished suite with; 26214 
private bath References furnished ! . . atin 
Box 54, Bulletin. H 4 ROOM 
—= — | Modern Bungalow 
| 4 pom 
Houses Wid to Rent 53) 198 An 
ps \ bP 
3 TO 5 Room house in Riverdale dis: | HAWRYSH AGENCY PH. 27204 
ly alta | 127-113 ST. six room cottage, light and 
—= BE | water and out buildings. Full price, 
Unfurnished ‘Houses 55! $1,200 with $800 cash 3 
ROOM howe. Westmount, i299 st| Northern Investment Co. 
«Immediate possession No smalil _ Room 8, 10160 101 St 457 
n 30x 356, Bulletir 
Bo ps pent -| ML. A. Nowitskey 
| Rea) Estate—Loans—Insurance 
|Farms. Wtd. to Rent 56 _ 10516 96 St Edmonton Alta 
WANT ee ee ere atani cred (Dees Norwood, Near Boulevard 


Have full equipment. Box 67 Bul 


Garages, Space 


vicinity 96 St.- 


1 bungalow 


3 


Room solid br 
fireplace 


ick house, fully modern, 

furnace and base- 
age Price $3,000; 
balance to suit 


with gas, 
heated gar 
Ss $2,000 cash; 


L. Winterburn 


roomed house 


108A Ave. Ph. 22338 ? 
or rent i042 B4| 906 Agency Bldg Ph. 27744-82472 
Ave: En | BEAUTIFUL Jasper “Place home or 
= ae = | _cottage Ph Melton. 83475 Bou 
REAL ESTATE 
| SOUTH SIDE 
Houses Wid. to Buy 65 | King Edward School Distvict, 7 


4. Ser 

cash Bulletin 
TO 6 Room houses and bungalows, | 
Garneau. West End, Highlands and | 
Norwood dist ts Cash buyers wait- | 
| 


ing. 
Northern Investment Co. 


Room 8, 10160 101 St Ph 25457 

Houses for ‘Sale 60 | 

9726 87 AVE. 51 yoms, vacant, bargain. | 

Phone owne 5048 Sst | 

Forest Heights | 

| Framed cottage, 2 roon 2 lot Low 
taxes close to bus, Lights availat 
$400 Cash Ph 22511 


RENT OR SALE 
Vacant. Near Canada Packers | 


“/9 Room Fully Modern House. | 


ward School 


9 
Ja 


ment 


$2,500, Easy Terms 


WEST END 
modern house, 
Hardwood floor 
Taxes $120 
Price $4,500 


Terms $2,000 cash 


south of 
full base- 


Room 
per 


§ ROOM 


SEMI-MODERN COTTAGE 


And ch 
schoo] 


*ken house 
and car 


PRICE $1,400. 


W. E, WESTGATE 


50 fe 
vaca 


ot, near 


now 


; sen . 10020 102 Ave Ph 27778 
What Offers? 
- 5. ‘ FOR tow-priced homes on easy terms 
1 v NT > see Edmonton Home _ Investment 
GLENORA | Bureau. Tegler Bldg 
m Stony Plain Road on |” LYLE BROTHERS REAL ESTATE 
s¢ room house, fully 10053 Jasper Ave Ph 22512 72485 
bedrooms, fireplac 3 tat as _ 
baseme hot air | 
ssion Oct, 31 Acreage 70 
PRICE $5,000 - — - 
de =the o; ‘pire 
$700 Cash. 3. ACRES 
F Fronting gvave oad. Electric lignt 
See 11836 102 Ave. Only one left in | buildings 
this much desired Uistrict. Vacant Inies £12 Te : Yo 
Beautiful home alle: Full jot inc | Erice $1,800, Terms 1% Cash 
cluding 4 room cottage, lig wate . 
sewer, gas. Full price $2,650; $700 E. WESTGATE 
Cash. $30.00 month 10020 102 Ave Ph. 27/78 
TODAY'S YDOWNERS | = > = ———— 
BOUC ERDAY | Farms for Sale 72 
Make your investment tomorrow's - 
secu ‘2 SECTION good land. 160 acres cult) 
poe vated hay, water d build- 
] » Lt : : 
R. L. Greene & Kirkpatrick | $300 cash or trade tor 
ee ! L Edmonton 
Limited 
\ ( 
200 Tegler Bldg Ph. 27181 \ Me il I. I. IV K. \Y 
610 Teg Bldg hs 
Vicinity 132 St and | THE Canadia itic Railway Cuom- 
° pany now H for sale improved 
110 Ave. nd unimproved farms on NEW 
iain ee, EASY TERMS areas tn Ale 
vege: ee - 4 berta Susk ypen tor 
ri k os Ag ; e Fo tticulars apply 
2 DUNS a) Sale 965 Dept Naturai 
re ‘ Pe epee Rei es, CPR Calgary, Aiberta 
50—Price $1,750 ses been Baa Ae 3 hea 
Weber Bros. Agencies Ltd. B C Property 73 
104 OLA Ave ° 
Ph. 2-3-4-6- Evenings 26345 
14 Room house, we equipped, at 
present occupled a 00 & hou. 
will be sold as a go 
Th $s a very desirable propo: on 
and business investmen Sold to modern house 
close an estate, Seen only by ap- the place is 
poiniment, Terms cash. Ph, 22227 rally it ts not 
t is selling at an 
PORES. HEIGHTS Aue nsidering = 116 
1¢ Uinae Vl ane 
low taxes, possession now. $1,575 
W.C. Rowe & Co. | Southern Okanagan Securities 
0144 101 St Ph. 24747- 30x 480, Penticton, B.C. 
NEW four room u $500 cash 
and balar on ter a at 120014 | oe nme on aan 
61 St. Owner / 
istings Wante 
CASH OFFER L J R Sf ted 1% 
THIS is a 6-roomed hx LAWRIE INVESTMENT AGENC7ES 
on 80 Ave., ne } Rer Rea f te-—Insurance 
All moclern oxce 305 Moser-Ryde B) Ph, 25330 
pied by owns CIT) and Fa Properties Manaxed. 
eee . | The Canada Permanent [rust Co 
$1,600, Fully Modern RHP : . 
5 Room cottage, hardwood f Me- 4 amter & Co, 
| Cauley School District | Rea) Hstate -Insurance Rentals 
30) Rank of Commerce Bidz 
21824 
N. E. McCutcheon & Co. | — A RS 
7 Credit Foncier Bldg | ete 
2 26329-82154 Business Oppor 78 
RENT or sale be hop and billiard 
6-ROOM house ige « King Ed n with f u Ving quarters at 


k. Box 66 Bulletin 


Be The Bulletin’s Guest 


At Edmonton's New, 


Modern 


Capitol Theatre — 


EDMONTON'S 


Place your Furnished Kooms Ads 
a guest tickel to the Capitol The 
nings edvceplung Saturdays and 


NOW 


In 


STARRING 


John Pavis Bettv Grab 
EXTRA 
“ALL OUT FOR '‘\ and 


ire 


ft Vietor 


HOME OF SUPER PICTURES 


The Bulletin and receive 


gvod aiternoons or eve 


holidays 


PLAYING 


woe | FCO TLIGHT SERENADE” 


Mature 


MEN OF THE FLEET* 


| 
| 
| 


Edmonton Bulletin Telephone 
26121 


Want Ads 


Business Oppor. 78 | New Car Dealers 94)Legal Notices— |Legal Notices— |Legal Notices— ‘Announces Meeting What’s on th e Air 
(Continued) (Continued) al (he a. | Ee x tm y ft ice 
Sale Of Timber " Sale Of Timber ’ ; 
Sale of Timber 


SELL FARM PRODUCE THRU BULLETIN WANT ADS 
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HOTEL, stucco, good farming district, |" QUDSON TERRAPLANE | 


purchases over $3,500. Price $5,250) — The tollor Q programs a 


or trade for city property HEALY MOTORS LTD. B B } broadcasting companies i ¢ S are ¢ 
rea ,h A é s 1 ntes 17 i 
Empire Agency, Empire Bldg Ph 22528 y y By changes byt) e broadcasting s1/s itions conce 
ATTRACTIVE coffee shop, $1,900. New = a Public Tender Public Tender : | z 
. Sis Ww } i 
equipment. Good business. Town 1,300 | én i _DODGE TRU CKS . Public Tender CFRN—1260 k.c. Sunwapta Broadcasting Co, Ltd., Edmonton 
and large airport. Owner deceased ase ibe Motors. Sales a at ——— = CKUA—580 k.c. University of Alberta 
sere OR —————— ane _ : —— 1. PUBLIC NOTICE is hereby given 1. PUBLIC NOTICE is hereby given - <1 | CJCA—930 k.c. Taylor and Pearson Broadcasting Co. Ltd, Edmonte 
FOR Sale—Poolr yom 3 tables and bar- | —— —~. :- _ = | that the Director of Forestry, Depart- that the Su gent of Provincial Lands, | 1, PUBLIC NOTICE ig hereby given CBK 40 kc. W ate jue. Sask. Prairie regional station of the Canadian 
ber chair living quarters at back CHRYSLER, PLYMOUTH ment of Lands atid Mines, Edmonion ‘Shah reg Pra vies Wilt, Offer for. sale by | that the Sub-Agent of Provincia! Lands, | ae . are we ¢ & . hy dee 
Apply Eleano: A. Patterson, Streams- | KENN’S SERVICE GARAGE LTD | Will offer for sale by public tender at einiie’ tender ‘st 2:90 o'clock in the | Grande Prairie, Alberta, will offer for | _ Broadcasting Corporation ; 
town, Alta 109 St and 100 Ave Ph 25183 | 2:30 o'clock in the afternoon on Thi ea a “fae Ad October 27th, | Sale by public tender at 2:30 o'clock | N—National Broadcasting Company Stations) KOA, 850 ke; KEL 640 
- " bin g day, October 29th, 19) at Room areer heen of Tuesday, th ber sine in the afternoon of Tuesday, October | | kc: KHQ, 590 k.c 
General Stor TY OTe = | Administration Building, 109th St eh hah oe ear Abert (Ps | a7th, 1942, at the office of the aforesaid C—Columbia Broadcasting System: KV1, 570 k.c.; KSL, 1160 k.c.; WCCO 
rencral Store Autos Wanted 95 Edmonton, Alberta, the right to nt at Shit t alrie, Alpe-ta, Me | Sub-Agent at Grande Prairie, Alberta. | 2, = a 4he ees " Me 
About 40 miles from Edmonton, . | timber under license on Berth No, 7034,| sight to cut timber under License On| 110 Lion: to cut timbe: under license | 830 k.c.. KNX, 1070 k.c.; KIRO, 710 kx 
good town. Stock about $1,000. | CARS—Light deliverys 1 ton truck: ng Berth No. 7033 P & S, compvising on Berth No. 7031, comprising: “ eon ar 
Hel eg about $500. Turnover _trade-ins 10319 102 St i. ast half of Section 15; the | Legal Subdivision 13 of Section 17; The East half of Section 23, tne | Wednesday | 700—B Crosby. CJCA. CBK 
000 a month. Good solid brick WANT cash? Seli i your car Lyons half Section 14; Legal | Legal Subdivisions 13, 14, 15 and 16 we t = aif ind Lega Subdivis pee | OCTOBER 4 y : ’ 
building, fu baseme furnace Motors. 10141 102 St Ph 27473 | Subdivisions 14 and 15 of Sec- of Section 18; the East half and | Se ie ee ne ene : 
heat he rented for $25 a | tion 13; the Fast half, North West | Subdivisions 3, 4, 6, 11 and | of Section 24 and Legal Subdivis- | Afternoon Abbott ¢ ( N 
month. Terms for stock and fix- | ~~ 1. OF | Quarter and Legal Subdivisio ‘ Section 19; the West half of ions 10, 11, 14, and 16 of Section 400—Merry islanders CJCA CBK ! Bowes ‘ c 
tures CASH, or nearly so Autos For Sale 96 | and 6 of Section 22; the Wes on 20: Legal Subdivision 4 of 13, 1 age P ( wenee te ee of Sweethearts CFRN 130 ( 
- ~ * -| South East qua r and Legal Sub- | tior 29: Legal Subdivisions Py the 6th Meridian; Legal Subdivis- 4.13—Homemaker CJCA. CBK 3 00O—N CFR? 4 
Gener al S Store | SEDAN car. good tires, cheap for cash. | divisions 9 ar 10 of Section 2 | 5 i i 7 year st Maen A Bi ion 13 of Section 18 and Legal | Daily diary CFRN Bob k G " 
Good r g + | cee St. n = * the South West quarter and Legal "4 4 =n P “98 ’, Subdivision 4 of Section 19, Town- | . rs se f F ( 
1 mixed farming point,«some Township 72, Range 25, West of the 4.30—Kiddie ) am, CJCA 
lumbering and. railroad work FOR SALE—Essex car, good running Subdiv ns 2 and 7 of Section 24; | <.. Merid my Le val e bd tr 15 | Ship 76, Range 12, West of the 6th Y Music CFRN by 8 15—Syn FRN 
Stock about $¢ fate OAR order, good rubber. 9746 111 St. the South West quarter of Se n oth Meridian. Legal suogivisions 19 | Meridian; containing 18 square | pathy ae Tele ent 
Stock about $6,000. Fixtures $1,000. | 8 — 26 1" 4 4 R | and 16 of Section 13; Legai Sub- ? q | Health seric CKUA A 
ates $24,000, Terms for stock ; 1936 Terraplane Wost of the Ri eriale | divisions 1, 8 and 9 of Section 25 in ryies, More Or 1686, | French program CBK 8 ee BS . 4 +: N 
Tee ( ‘ A-1 CONDITION = GOOD TIRES of 3.56 square miles, infre or jess, | Township 72, Range 26, West of the | 2 It is estimated that there are at| 445—BBC News CFRN  CBK o Muara ints eC) 
$5, 100 Cash _ TAKE TRADE SFE ty ealind bd Shee Rn areca lokal 5th Meridian; containing 2.44 square | least 6ixty canned Pine railway ties | Musical medle) CKUA AN 8.45 Fi 
. 31 ba we Ss couimar Pt , . roel iles re le nd eight h red thousand feet board | : * 5.00—Dennis ghe sing ( N. . 7 
Ba ance terms. Building may be < -— PH. 83144 | tour million, five hundred thousand | Taiz 0e)) MCL 01 eee | seeaui GE IKERCHANtAbIS Spruce and Albert Knowler, promin- Gor Cs A ‘ R : : . 
rented or purchased at a reason- id Dn Eyer Sedan, f'rst-| feet board measure of merchantable| 2. It is estimated there are at least | Pine lumber on the timber berth. ent executive officer in the CBK ; wieiGas 
able figure Class rubbe>. Ph 22965 Spruce on the timber berth. eight million feet boatd measure of | ; ¢ ks lig ax r . s $23 9. 00—BBC ( \. CBK 
Wl DESOTO Sedan. good tires, good ’ The license will be awarded to the; ™&™ hantable Spruce on the Weber 3. The license will be awarded to the | 51st Battalion Association. c FRN Aube - :: 
ivte & C imi 1 Price, $1 Sh 71348 “ tender th Hest berth person tendering the highest rate of { st . , "yes “PRN BK A c 
yte & Co. Limited | on__Price_ $165 __Ph 71345 _| person tendering the highest t dues on Number One railway ties. Noj Who has” announced that | ** CKUA. CBI »15—N 
Real Estate and Busines Bro} -1939 Ford Tud exceptionally | dues on sawn lumber of species 3. Thb license will be awarded to the 7 ; f : 5 Dr. Mack CICA ; rh. 
10117 100 St yf j good rubber, A-1 condition. $700, Box | than Poplar and no tender of a rate| person tendering the highest rate of | tender of a rate of dues of less than/ the annual meeting of the | 545—supper melodies CFRN ied eae a ‘CFRN 
oo Sh x Ph 65 Bulletin of dues of less than $3.00 per thousand | dues on sawn lumber of species other | t¢" cents per Number One railway tie] accociation will be held in News CJCA han goes in ee RN . 
~_ we ! CARS trucks 15-ton 4] Chev °37 Ford feet board measure shall be consicd-| than Poplar and no tender of a rate of | Will be considered. All other products ‘ ; Outdoor philosopher, CKUA. CBK & 5 A . > 
‘ji = ae =| 4foh International 10319 102 St ered - timber cut under license on) dues of less than $3.00 per thousand | of the forest on the Timber Berth shall the Canadian Legion Mem- Evening Nacs 
- L ee t r ber xcept saw *t boar asul al : , s > y t ‘ P rani R ol 
Business Wanted 79 | The Easiest lace 10 Deal u tinbe tof spe ‘other. th n. Popl: r Ail slntier, cue nae Haeiwg oni the | ind patbe prescribed tn Rernd cn" of the orial Hall on the ev ening of 600—Dinaci date CICA 9.45 “FR 
\NTED to lease or buy, a coal mine | UNIVERSAL SALES Ha be ae A ie behta of one timber berth, excepting sawn lumber | Timber Regulations. If the tendered Nov. 13. Officers for the | Bitnes Nebr = KUA. babi hei CBK 
Give full particulars in first letter.{_100 St_t02 Ave __—___—Ph_213z@_ | AF tne rales proscribed in Form "©' | of species other than Poplar, shall be | price accepted Is in excess of the rate) coming year will be elected | Freeman orch. N ; 
\pply Box 63 Bulletin | HOWATT’S AUTO GLASS | Pee a : 20 ay . subject to the payment of dues at the | set forth in Form "E”. the dues payable , d Ps ° Nelson Eddy c 4 ch fan N 
ee an 5 A Duplate -Duolite—Hopb s Plexite 4 enders for the timber berth must tes prescribed in Form “E” of the | on sawn lumber and on railway tie an plans completed for | 6.05 Guards’ ban CFRN. CB 0.15 | “y u CICA 
. ‘+ 1001) 102 Ave Ph 24065-23990 | be enclosed in a sealed container and) Timber Regulations. of other grades shal! be commensurate} the annual reunion dinner n Abner. CJCA 10 30-—F { <t, CFRN 
Bank Loans ~80A are ——__—__———— | submitted by the tenderer in person | 7 with the price set out in the sale con-| ; % cer, t ie ‘ P 
- H F % |or through his duly authorized agent pnders for the Timber Berth must | tra 4 5 2 Wh in February at the Novem- Ranger. CJC A La Am CICA BK 
1934 Ford } who must present his authorization sed in a sealed container and | vd | b ; i SERN ; Detective drama. N 
3 | 4 DOOR SEDAN with the tender a uch authorization | Submitted by the tenderer in person 4 Tenders for the timber berth must | er meeting. t e. CKUA. CBK 10.45—( ette fund. CJCA 
ersonal Loans ; na must be sufficte to empower the| °F through his duly authorized azemt| be enclosed in a sealed container and Ne\ N 11 00—New CFRN CJCA CBK 
Practically New Rubber }said agent to make application for a| "9 "must present his authorization | submitted oy the tenderer in person or | _ Dr Chris@an. ¢ M ‘ c 
f on . " : ae , ie license in behalf of the tenderer and| With the tender and such authorization | through his duly authorized agent who | 6.45—T week CFRN ; H wood reporter N 
or Taxes, Fuel Purchases on every wheel and spare. Very to bind such tenderer to full and com. | Must. be sufficient to ernpower the said| must present his authorization with r ] 7.00—Green Hornet CJCA . eh : - . 
and Other Sez ; good motor and battery. This is plete compliance with the terms and | 28¢?t to make application for a license | the tender and such authorization must | J | Victory loan. CFRN. CBK Dance ch. CJC CBK 
alti ther Seasonal Needs. | an opportumty. Apply conditiung of ecle, in behalf of the tenderer and to bind | be sufficient to empower the said| Symphony hour. CKUA To 4 Y N 
th rip oo < | ie ati 5. Tenders must b ssompanied bs such tenderer to full and complete| agent to make application for a license Eddie Cantor. N 1130—Kar| Kalash’s Orct N 
ONE y EAR ize) RE PAY Box 53 Bulletin P aan a):880.00, aCe if cht eon compliance with the terms and con- | in behaif of the tenderer and to bind n A Mischa. ( Abe Lyma was 
hack | shantia on a ra hartere He be a eihied | ditions of sale. |} such tenderer to full and complete! \} Ly F 73W—To be announced. CJCA \ 
APPLY TO NEAREST BRANCH OF ——----- ees || Aaa | bE ah order Heaue oF 6 | 5. Tenders must be accompanied by | compliance with the terms and condi- | To be announced. CFRN karmer Killed as 
: ~ Classified Display QQ |titied non-negotiable transter, voucher | @ deposit of $2,400.00 in cash, marked | tlons of sale 4 MESURE eS F mm 
e anadian Bank | payable to the Provinci rr cheque on a chartered bank, certified $ Tenders must be accompanied by r q Suspense C i : I'r ain Bits I ruck 
| The deposit made by an unsuccessful Up ry branch, order, cheque or cer-| a deposit of $725.00 in cash, marked | i 8.00- Serie CFRN. CJCA, CKUA 
WOR , | tifie g 1 “Has ; E N , ‘ , 
xC } 1 tenderer shall be returned to him and| &! non-nesotiable transfer vouche>| cheque on a charterea vank, certitied poh BORDEN, Sask., O 14—(CH 
Of Commerce E A Oas tales ta hea | in the care of the person to wham the|P&vable to the Provincial Treasurer | treasury branch order cheque or ce-ti- Sources of Rocky Mountain | MUBAN! COeEesN ; 1 J. Will middl aiGreat 
fe dso timber berth is awarded the deposit| The deposit made by an unsuccessful; fled non-negotiable transfer voucher | : ireat moments in music vee iiiams, middle-age ea 
: MONTHLY DEPOSITS PROVIDE Truck |shall be retained as a guarantee. of | tenderer shall be returned to him and| payable to the Provincia) Treasurer | Spotted fever have been located | g1s—RCA.F.No.41.TS band. CFRN | Heer district farmer, was instantly 
va FOR RE PAYMENT | compliance with the terms of sale in Wie Cane of the person to whom the tee oer ati Hues eate Aa ter hin rane | in three districts in Southern Fe RR TRGAGE killed } } 
TEBE of $e / 4 | Timber Berth is awarded the deposit| tenderer slial] be returned to him an um, CKUA Killed here ast night when the 
very r . ure fie % A 
YOU MAKE Healy Motors Ltd sieitareiaat beh +0 ie ute aae the| shall be retained as a guarantee of| in the cage of the person to whom the| Alberta, it was learned Wednes- interlude. CKUA motor truek He aviving-v 
fF YOU YOL 12 MONTHLY | : ie ee eal einclude an offer! compliance with the terms of sale nal ee at awarded the deposit) day from J. H. Brown of the of songs. CFRN. CBK | ick by a Canadian National 
BORROW RECEIVE DEPOSITS OF 105 St. and Jasper Ave. same to pay to the Cro wale | 6. Every tender to purchase the Tim- | $8!l_ be retained as a guarantee of | t L fat: a : 
ame to pay to the Crown in addition P li ith th f sal | d y 
$ 60 $ 55.87 $5 to all dues and taxes reserved or im-| ber Berth shall include an offer on COMP ANSOLY1tH) (iO .Ueh ie Oly Sate | department of entomology, Uni- CKUA train 
$ 96 $ 8971 $8 honed BY [Statittesthacaum of » | behalf of the person making the same 6 Every tender to purchase the versity of Alberta. rec CJCA. CBK Mr. Williams had just emptied a 
$ 144 $ 184.80 $l2 | being the cost incurred in cruising | to pay to the Crown jn addition to a!) | timber berth shall tnclude an ofter on| : P , ; na. N load of grain at the carbv ele 
$ 192 $ 179.92 $16 | and advertising the timber berth : ducs and taxes reserved or imposed | behalf of the person making the same| The areas in which infected ticks ro wiles : ; 
$ 300 $ 280.94 $25 | se a ; ie ut ject | DY Statute the sum of $92.52, being” that saed ee He) perineuen te |} have been found are the districts c oh ana wa I or hom 
540 505 5 5 F e  sUD. th t incurred sruisin : s ser\ or sed OY | thbhridge 5 when the tragedy occurred. 
$5 $ 4 $45 to a nual $10.00 ‘per | verti ia AiG rIRbar Barts & and ad | Statute the sum of $90.67, being the | ae Let ibrid se, south of Medi R ; 
OTHER AMOUNTS AT square ! ther an 7 Timt Sartnvahall b bien cost incurred in cruising and aaver- | Cine Hat and the Manyberries area 
. HER A! NTS / ye ne-he e cost incurred | the he Timber Berth shall be subject | | om . : \f y . 
PROPORTIONATELY LOW RATES pecia s! bbe Sa Syed ote | Ma ats an AlCraRaT OH SIO COTS RATATe T ih the timber berth The fever is contracted through s N No Wage Increase 
VOURUESTATE IE GROTECTRSTHY ia sf | fire shall be defrayed by the licensee,| mile or fraction thereof, and one-half} +, an SL did ys osareentate |ticks carried bye wild animals,| ® emg akded. ! ( Ji EF E | W i. 
z~ re i | pan 1 xst incurr a , r t ; is, Zons' ¢ / e ik * "eS 
LIFE INSURANCE WHICH THE. | 933 Plymouth Sedan 8) ‘The person {o* whom the ¢ the co t eur ed bY the Grown in lmile or fraction thereof, and one-half | Residents in the districts men-| t9o9—Labor forum. CBK or orc orKers 
BANK ARRANGES | 1941 Dodge Coupe os berth is awarded must immed | ie taerengeascacith i Aide) ive shal!) the cost incurred by the Crown in| tioned have been offered vaccine Bai: Martin corch) oN WASHINGTON. Oct. 14 \p 
|| 1938 Dodge Deluxe Sedan 845 || sign a contract agreeing to cé | rs = ? 4 heen | guarding the timber from fire shal, be | as a safeguard against the disease W Hardiman, violin, N rt { W 
—=— — — || 1939 DeSoto Sedan 1,145 |} cngn at pe eee sre demain seit Sel TDs e eA Saale Ce Ae er |The treatment is provided by the, 1000—Waltz time. CJCA . se ar La 
‘ ec : | shall at the same time apply for a| Berth is ded must immediately 8 The person to wnom the timber F ig erena CFFRN Board yesterd wa PS 1; { 
Money to eoannem 81 1938 Packard Sedan, radio _ || license for the current year paying| sign a contract agreeing to carry Out) perth is awarded must immediately provincial department. of health From Kew wo CBK Me soard yesterday rejected a requ 
and heater 1,075 ae costs incurred in cruising and| the terms and conditions of sale and} sign a contract agreeing to carry out | free of charge. Ray Mace orct N of 115,000 employees of the Ford 
1 » dia | Ps a ; | vertising, together ith rental,| shall at tt same ti ly . i > be : $ ; . 
Jal Hh Ona braunds wateies ALL HAVE GOOD TIRES. A ie oe ah te ce Atal | if: rot KG bent beat payihartie Se Ee Ten cone tae hates FATALITIES 10 45—Cigarette fund. CJCA ay Motor Company for a wage in 
ak “tee, +e “ s aati ENT rate 11.00--Ne °F RN “ICs Cc "reasc ) “ent “re 3 
2154 ms ii areas tax | costs incurred in cruising and advertis-| jicense fur the current year paying the It is reported that since 1936 7 We ae te ae ve Axe crease of 12's cents an ho ! 
= ae 9. The License shall be for a term| ng. together with the rental. license | costs incurred in cruising and adver-) i) bo been four fats At hranidnw@aritae Cile request was made by the | \ 
We etie, urrows lot. exceeding one year and shall be| fee fireguarding charges and timber | tising, together with the rental, Hennes Fe Dave Deeny .OUN ALALUGS EIN)| i) cumvese a onesie CERN Automobile Work of A \ 
-OW ost renewable from ar to year for a| areas tax fee, fireguarding charges and timber the five proven cases of Rocky SY as Met : CICA. CBK | (C:LO.) in negotiat fot ' 
! i | I Ewan fg Cf gO ions fo a one 
\uto | MOTORS j term of nine years while there is on| 9. The License shall be for a term | areas tax | Mountain spotted fever in Alberta Starlight souvenirs N labor contract to ret A Y 
xu i} * the timber berth a sufficient quantity] not exceeding one year and shall be| 9 The License shail be for a term/Qne death occurred in two sus-) 1130—Harry Owens orch N SOT ATOR TS oo ae ee one 
1< LIMITED | of the kind and dimensions of timber | -enewable from year to year for a term | not exceeding one year and shall be “ ‘Abettvin rah? C: piring Oct. 31, 
specif license rn " J her e ez t year or é § . ‘ . 
LOANS | “A Good PI Buy" | specified in the license of nine veors while there is on the| renewable from year to year | a | pected cases pe PURE ORE 
t } | 10126 106 ? pha Sash 2 10. The cutting of timber on the) Timber Berth a sufficient quantity of | term of five years while there is on Tests for intected ticks are car- Th d ie 
It will be worth your while | ! attest Phone 21010 small be subject to the| the kind and dimensions of timber| the timber berth a sutficient quantity |ried out at the Dominion govern- ursday i ! 
to investigate our plan today | Used Ger let Open Every cut timber to a diameter | specified in the License Ce tes ane HHDSpaoDSs of timber | ment laboratory at Kamloops, B.C., OCTOBER 15 ge 
GET A CASH LOAN | Abgaaitd lirad of tee an he ani opitiad oY 6 10 Ane oo ies t Peetegn we Time 10. The cutting of timber on the samples being sent to the labora-| 6.15—Dawn patrol CJCA TUNE 
4 Pathe rade rh hips S SOM & er erth shall be subject to the cut- $ ny " ares shin sy | 630—Far or VIC ~ ’ 
Without Red Tape — Repay se ——— = id in all other respects to the Regu- tine of green timber to a diameter berth shall be subject to the cutting | tory, ae vee in which fever Walecup iting SICK 
Monthly | none risen the ' ete of | limit of not less than ten Inches mea- | of Breen timber to a diameter limit of | Surveys have been made 645—News CFRN IN 
iCanadian Liner Provincial Lands Ase t Ae a atora | sured eighteen inches from the ground ba Meas kd ten tee Foeasured | -——_—_—_V—_——_ 700—--Farm torum CJCA 
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TRANSFORMATION 
Little Man in Britain Now 


Living With an Economic 
Security Not Known Before 


This is the first of a series of 


general news manager of the Britt h United Press. Sallans spent 
several weeks in Great Britain, touring the country with a party 
of news men. He sought particularly the story of men and women 
and their families and how they are living, and what those basic 


trends in the life of the country 


By G. H. SALLANS 
British United Press Staff Cor: espondent 
I am sure as I am of anything that the transformation 


going on in the British Isles today is the most benignly fun- 
damental and amazing thing in their history. 
is hastening, at a pace never before attained, a social, spir- | 
itual, physiological and domestic evolution which had its 


first roots in the last war. 
because the sharper 
inequalities of life are being 
smoothed and levelled out and 
the little man and his family are 
eating and living with an eco- 
nomic security they have not 
known before. 


It is fundamental 
action, not words; it 
not politics; it rests squarely in re- 
sults, not precepts. People are 
growing used to discovering that 
what even the most advanced 
thinkers are urging has already 
been done, This is so because prob- 
lems are imperative, and are so 
treated. Nor is this fascism, which 
is artificial, but democracy, which 
is basic. For in fascism the humble 
home is the servant of the ministry; 


It is benign 


because it is 


is planning, 


but in this the ministry is the serv-| 


ant of the humble home. 


GROW MORE FOOD 

In three years of war Britain has 
learned to grow more food, to buy 
less from abroad, to give up her 
export sales for the needs of war 
output, to distibute food so that 
every man, woman and child may 
have enough, to regionalize her 
transport and to make this distribu- 
tion possible. 

It Is amazing because she has not 
only done this, but she has retooled 
her factories, built up her great air 
force and armed four million men 
while enduring the most savage at- 
tack that any western nation had 
ever endured, 

Her cities have been blitzed and 
their hearts ripped through, scores 
of thousands of her people have 
been killed or maimed, and a fifth 
of her homes have been damaged 
or destroyed. She has had to work 
in a perpetual blackout, and to 
overcome all its fearful handicaps 


She is today enjoying compara- 


tive peace in her skies, but is 
grimly and unexcitedly aware 
that Germany has a very large 


bombing fleet and is feverishly 
building more, to renew the light- 
ning attack on her if and when 
Hitler gives the word—and this 
time she is ready to strike back, 

I do not base conclusions merely 
on my opinions. I get these opin- 
ions from the two highest authar- 
ities in Britains The humble home 
and the ministry. I get them from 
men like Bert of Bristol, George of 
the City, Frank of the Midlands. I 
get them from men like Woolton 
and Bevin and Morrison in the min- 
istry. I get them from admirals in 
Portsmouth and from bomber pilots 
in the north of England. I get them 
from civil service officials, shop- 
keepers, archbishops, labor leaders 
1 get them in the newspapers and 
in the local pubs. 


GRIMMEST YEARS 

But let there be no everlooking 
the dreadful realities of this war 
The last three years have been the 
grimmest in England's history and 
this fourth year is no less grim 
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{decided by the votes of the town. ; 


The logical inference is that the 
town and farm need a closer mar- 
riage, by the de-urbanizing of the 
town. 


NO FOOD SHORTAGE 

A London newspaper analyst put 
it this way: “Our agricultural policy 
must start from the house which 
caught the ewe of Mary, when she 
was making up her mind whether 
to marry William, who drives the 
tractor that plows the field that 
grows the corn that feeds the hen 
that lays the egg that the town 
eats.” 

A housewife in Stockport told me 
“There is enough food for every- 
one in England; there’s no shortage. 
But it don't ‘alf take some plan- 
ning.” 

The Archbishop of York said: 
“When the war comes to an end 
the nation must plan for new 
cities which are not mere dormi- 
tories, but communities centred 
around the church, the school and 
the guildhall. It will have to face 
an urban housing problem of 
gigantic proportions, the greatest 


eT 


And if in these stories, telling the | 


fundamental change that I have | 
found taking place in this England | 
which I knew 25 years ago in the | 
last war, if in these I give the im- | 
pression of a new glow above the 
horizon, it is not yet full day. It is | 
the dawn that breaks over the} 
battlefront. 

That dawn is shot through with 
hope and new reality—and it is 
shot through with the rough, rug- 


ged realization that hard times 
are ahead. 
England is mad clear through. | 


But if you expect to go into homes 
and find fathers, mothers and fam- 
ilies nightly vowing vengeance on 


a hated enemy, shouting impreca- 
| 


tions against Hitler with every | 
breath, and buoyed up by some | 
holy and mysteriosis wrath of a 


crusader, then you will be greatly 
England has been 
ripped and scarred by the Germans. 
Her people have seen their babies 
killed and mangled. But if she had 


| spent her time cursing instead of 


/1 was intrigued and fascinated by 


53 Cicero (abbr.) 
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working she would have been lick- 
ed long before now, and every Eng- 
lishman realized that even while 
he was being hammered from the | 
skies with little or nothing to hit | 
back, 


ONLY DEEDS COUNT 
You hear much talk 
confidence, of British 


British philosopny. ft is deeper | 
than talk, for talk has ceased to 
matter in England. Only deeds 
count, and they must cover a vast 
field of war realities. From the first 


of British | 
humor, of | 


this almost mystic quality of Eng- 
land, this stoic ability to look on 
rough realities with no hint of 
jitters. I remembered it in the 
last war; I soubht an answer to it 
in this one, 

And at last I found a key to it, | 
from a British press censor whose | 
opinion I asked. And here is what | 
he said 

It's simply this—you've got to 

come to terms with anything, 
even with war. You can’t go on 
living month after month and 
year after year at a high emo- 
tional pitch. You've got to get 
down to earth and work like 
hell.” 

And work for what? No blue- 
print of a preconceived — set-up} 
where the destinies of people will 
fall into place as the parts of a 
jig-saw puzzle. K is not so simple 
as that, and no practical Britisher | 
wastes his time thinking so | 

Professor Dennison of London 
put it in a nutshell in a minority 
report to Lord Justice Scott's com- 
mittee on housing. Professor Denni- 
son said pluntly 

“We do not know the shape of the 
post-war economic world.” | 

The committee's majority report 
said: That four fifths of the land is 
rural, four fifths of the population 
is urban—and the newspaper com- 
ment on it was that the destiny of 
the land, and the farmers, would be 
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housing problem it has ever had 
to face.” 

A Canadian army officer told me 
this: 

“We have got to realize that war 


}is not a three-ringed circus, not a 


front page thrill. You can’t win it 
with tea parties, doughnuts and 
socks. And as long as we think we 
are giving to it in a spirit of self- 
sacrifice, we are losing it-—For war 


_ All Dolled Up 


Smile of victory is worn by 
Nancy Jane Donaldson of 


Baton Rouge, La., after 

winning first prize in doll 

show with her two jitterbug 
dolls. 


a recreation. We need more and 
more tanks, and to get therm we 
need more and more ships.” 

Oliver Lyttleton said: “British 
production per labor unit is the 
highest among the United Naitons.” 
TOUGHEST COUNTRY 

Brendan Bracken said: “England 
is the toughest country in the 
world today, make no _ mistake 


: ’ ’ | ” 
is our main business now, and not | about that.” 


Lord Woolton told me: “With us 
it is a question of feeding the peo- 
| ple what they heed, rather than 
diverting our time to the finer in- 
equalities of life. Everyone in tais 
country knows he can take his 
ration book and get what he needs, 

. Even in the blitz (91 days and 
nights without let-up in one period 

jalone) we never failed to deliver 
the rations,” 

Ernest Bevin said, with that 
curious smile of his: “Just as 
everybody has to go to the chan- 

| cellor for money, everybody has 
| to come to me for labor. My job 
is to supply the men—and the 
women, ... We have two million 
women employed; some factories 

are staffed with them up to 80 

per cent. Women have respond- 

ed in such a way that their extra 
weight has turned the scale.” 


Leonard Brockington said of the 
British: “Their quietness has echo- 
ed around the world; their ordin- 
ariness is a flag.” 

A newspaper writer said: “Health 
is not a commodity to be bought 
and sold, It is the right of every- 
one. and the benefits of modern 
medicine should be available free- 
ly to ali.” 

Herbert Morrison “You 
move naturally in these big schemes 
(home security) trom voluntary to 
compulsory service... . Our Na- 
tional Fire Service (1,450 local bri- 
gades from England and 200 from 


said 


Scotland) was the biggest in the 
world and—until the R.A.F. blitz) 
on Germany—the most experi- 


| enced.” 


Arthur Horner, communist pre- 
sident of South Wales Miners: “We 
have to confess that the coal sit- 


uation is more desperate now than 
since the commencement of the 
| war. Unless more coal is produced 


it is a sheer waste of time to talk 

| about increased war production.” 

| Hyde Park Socialist speaker: 

“By the living God, if they don't 

| build a new society in ten years 

| they deserve to be brought down 
in another holocaust.” 


| 
| An office man in London cheer- 
| fully informed me: “I get home at 
| seven-thirty, have my dinner, get 
}into uniform ,and get Home 
Guard parade at eight.” 

| Never once, in countless repeti- 
| tions of similar duties, did I hear 
| one word of grumble. It was part 
of life, it was an Englishman's job 
it was the thing to do, and so it was 
unquestioned and unquestionable 


DIET IS HELPFUL 


on 


“This new scientific diet has added 
five to ten years to the span of life. 
1 feel better than I have for half my 
life.” 

A policeman explained further to 
me: “Before the war we were a 
great nation of catarrh sufferers. 
Now that yve’re on this new ration- 
ing I can't name a man among my 

| friends who suffers with it.” 

1 have given you these sample 
snatches from interviews to give 
you the voice of England today. 
You will notice there is hardly a 
political tinge in the lot. It is 
deeper than that, and it will grow 


A business executive assured me; | 


ee 


deeper as the war goes on. | will | 
tell you why | think so. | 


This fundamental transformation 
has taken place in three years. But 
most responsibiv opinion gives the 
war at least two years more. That 
makes five years. In these five 
years a baby of three years who 
spent the first year of the blitz in 
his diapers, will be of school age. A 
little girl of eight at the start of war 
will be in high school. A boy en- 
tering his teens at the start of th 
war will be in the air force. The 
boy and girl of sixteen will be mar- 
sied and both will be in the armed 
forces. Youths of eighteen will be 
fighters an@ even veterans. Men 
who were 35 will be 40, and prob- 
ably into the Home Guard, Men 
and women who were 55 will be 60, 
out of the active age of military ser- 
vice in any capacity but still work- 
ing. Ernest Bevin's two million wo 
men will be three or four million. | 
The 13,000 canteens and 1,600 Brit- 
ish restaurants now serving 44 mill- 
ion meals a week may be serving 
half as many more, for English peo- 
ple are “eating out” as they never 
could before 

In these impressionable ages of 
childhood, the ambitious years of 
youth, the nostaligic period of mid- 
dle gae, the relinquishing years of 
old people, a new custom imposed 
by the exigencies of war has be- 
come the first principle of life. 


PRINCIPLE ACHIEVED 
This first principle 

achieved by the exactly 
route to peacetime principles; 


has been 


it 


iL badd 
} 
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has come’ by the route of necessity 
and deed, with explanation broad- 
cast by press and radio of things 
already done, rather than exhort- 
ation 

And, as I said, people will 
have grown used to finding that 
what even the most advanced think- 
ers are urging, tose things have al- 


so, 


ready been quietly achieved 
In further stories | hope to 
show you how this amazing 


change in the spiritual, mental 
and physical face of England has 
come about: how it has come not 
as a blinding light from profess- 
ional intellectuals or an official 
fanfare from Whitehall, but as 
an obedience to the needs of the 
little man in his home and his 
factory; and finally how it will 
affect in vivid reality the lives 
of every one of us who live on 
this continent. 

Please look for no highbrow 
theory, of which I am not capable; 
nor for guesswork, which has no 
part in war. But look instead for the 
homely facts in the lives of the “old 
man, the missus and the little uns”, 
for théy are in wordless cormand 


of England today. We shall taik 

first about food, which interests 

all of us, everyone, everywhere. 
PROC REIS, | A! 


Envoy Named 
SYDNEY, Oct. 14—(CP-Reuters) 
Appointment of William Slater, 

who is known as a moderate Labor 
man, as Australian minister to Rus- 
sia was announced today. 


HOW TO HELP WIN THE WAR 


We must roll up our sleeves and tighten our belt, 
Canada! We've had it too easy in these past three years 
of war. Now is the time to show that we have the de- 
termination and courage to fight. No matter what our 
job, we'll help to win this war if we give it everything 
we have. Fighting today includes working hard for 
our Country, our home and our right to survive as a 


free people. 


3A 


4 


‘ 
‘ 


It’s necessary that we save all we can. Spending on 
things we can do without, betrays Canada to the Axis. 
We can do without the frills. When we’ve won victory, 
we'll have the luxuries again. Right now. there’s no 
better investment for any of us than to put what we 
save into Victory Bonds, enabling our Country to buy 
shells, tanks and bombers. That’s the way to save 
Canada —to save all that matters. 


What’s vour share of the savings job? Well, the average 
Canadian would have to lend to Canada to meet 
Canada’s need $1 in every $5 of income left after taxes 
and compulsory savings have been collected. The 
average may not fit you. Your own circumstances are 
distinctly vour own. You may be able to do better both 
out of your current income and out of your accumulated 
savings in the bank —or you may not be able to reach 
the average. Your share of voluntary savings is every dollar 
you can possibly spare. 


GET READY TO BUY THE NEW VICTORY BONDS 


NATIONAL WAR FINANCE 


Cc 


OMM'TTEE 


PL6 
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Official Tells 
@ Responsibility — 
Liaison Group 


Liaison officers of the Wartime 
Prices and Trade Board are 
charged with the responsibility 
of maintaining home rule in local 
boards, Walter S. Campbell, reg- 
ional representative of the board 
told a conference of officials held 
at the city offices of the board 
Wednesday. | 
Mr. Campbell explained that the 

object of the board is to maintain 
purchasing power in terms of goods 
contrary to the old law of supply 


and demand. The scope of the 
board extends to industry, com- 
merce and services of ali kinds, 


and therefore affects all Canadians 

He said the local ration boards! 
will be given many responsibilities 
which will be increased as condi- 
fions warrant : 


MORE BOARDS | 

Thirty-five local ration boards 
will be set up in Alberta, and as 
sistance in the organization will be 
one of the first duties of liaison 
officers. The hoards will be es- 
tablished from Dawson Creek to 
Claresholm, Mayor and reeves have 
been asked to act as chairmen, and 
representative citizens in each 
locality. will volunteer war 
time service 

The new officers 
Johnson and C. E 
monton; H. R. Bunn and C 
of Calgary, R. F 
Lethbridge 

Mr. Campbell 
conference being 
monton office, 


give 


R. ¥ 
of Ed 
Proc 


of 


include 
Gariepy 
R 
for Johnson 
spoke to them ata 
held in the Ed- 
Wednesday and 
Thursday. F. J. Hargreave, Calgary, 
western supervisor of rationing 
conducted the meeting. RM. Mon- 
tague and C. G. McKee, in charge 
of rationing offices in Edmonton 
and Calgary, are attending 

Liaison officers later were given 
instructions in the filing system 
under the direction of Miss Ellen 
Oscroft. Further discussion of the | 
use of forms, board orders, and re- 
view of bulletins continued today 
Thursday, Mr. Hargreaves will dis-| 
cuss the problem of local ration | 
hoards with the officers 
en see 


Summon Two Men 
Under Trade Board 
Rules, Regulations ; 


Summionses against two persons | 
charged with breaches of orders of | 
the Wartime Prices and Trade} 
Board were issued In city police} 
court Tuesday afternoon 

William Cotik, operator of a mine 
at Ellerslie, will appear in city 
police court Wediiesday to answer} 
a charge of failing to make returns | 
of the mine operations during the 
last year 

James Moir will answer a charge | 
of hoarding sugar. Summonses} 
against other citizens on charges of 
hoarding are expected to be issued 
shortly 


ee ed ip 


Military Orders 


SOUTH EDMONTON BN., No. 92 
Wednesday, Oct. 14 Headquarters | 
company wil] parade (Signal lers) at 
battalion headquarter s at 20.00 hours. | 
B company will parade at battalion | 
TAEee at 1930 hours for target prac- 


The battalion will 
headquarters at 


Oct. 18 
perade at battalion 
20.00 hours for a lecture on airplane 
and aerial combat by Fit. Lt. Kearnes 
An A.RP. organization meeting will | 
aiso be held on this date at the 
Separate school. 104th street, at 20.00 
hours. The A-R-P. liaison officer and | 
one NCO. from each company are} 
requested to attend | 
Saturday, Oct. 17: Headquarters com. | 
pany will parade at battalion range at] 
20.00 hours for target practice 
Sunday 18: The battalion, in 
conjunction th the North Edmonton 
battalion, V.V.R., will fall in at 10 15 
sours on the Mar ket ‘Squar e for church 
parade to be held at All Saints’ cath- 


Fr iday, 


Oct 


w 


edral Dress: Forage caps, arm bands 
end medals A band will be tn ate 
tendance The commanding officer | 


expresses the wish that the battalion 
1 turn out in full strength for this | 


A black-out will be held on 
Oct. 18, to be 
eek later on Sunday Oct 
Detailed uctions 
these two events 
company com- 


the evening of Sunday 
followed a 
25, by an alert 
to all ranks coy 
will be given out 
manders 
ranks will hold themselves In 
a battalion parade which 
re South Side Athletic 
permitting, at 14.00 


inst 


by 

All 
readiness for 
will be held at tl 
grounds, weathe! 
hours on Sunday, Nos 


ND (RES.) BN, EDMONTON REGT, 
RCA 
Lieut. Col 


R W. Hale} 


Orders by 
Mc 
SPECIAL PARADES 

Ammunition Is now on hand for the 

iring of the Reising gun and the bat- 


talion will proceed to Winterburn 
range on Sunday, Oct 19, for this pur-| 
pose All ranks must attend Friday | 


night's parade, Oct. 16, to receive pre- 
liminary instructions on the firing and 
al mig of Keising gun before proceed- 
to Winterburn range 
attalion will fall-in at 000 hours, | 
Sunday, October 19, at the Prince of | 
Wales armory 
19th Dragoons company 
at 08.45 hours Sunday, Oct 
naught armory, from where they will 
he picked up by army trucks, This 
1s a compulsory parade and all ranks 
must attend. Dress; Battle order, hav- 
ergsack, respirators and steel helmets 
Luneh and cup be carried in 
havergack. Coffee will be 5 ipplied 
The Women’s Auxiliary, lst. Bn Ed- | 
monton regiment, and éhe Briercrest | 
Saddle club are staging a barbeque 
snd gymkhana at the Edmonton Saddle 
club grounds at 104 street, and Stony 
Oct. 18. Mr. | 


will parade 
18, at Con- 


will 


Plain road on Sunday 
Williame, of Weiller & Williams, is 
having a prime steer especially killed | 


and the barbequing wil! be under tpe| 
supervision af George D Anderson, of 
Dallas, Texas. The practice at Win- 
terburn range wil! be finished In time 
for all ranks to meet their wives and 
families at the barbeque after the| 
firing of the Reising gun \ which will be 
epproximately 1.500 hours 

Bands: The Bras and Bugle bands | 
will parade at the Prince ot Wales | 
armory at 13.40 hours Sunday, Oct, 18, | 
to take part in the barbeque any ¢ym~ 
khana. Trucks wi! be available to 
transport them to the grounds 

Victory Loan Parade: The battalion 
wil] fall-in at 1930 hours Monday, Oct 


19, to take part in the victory Loan 
parade, Dress: Battle dress, web equ! al 
ment, haversack respirators at the | 
alert, rifles and bayonets. There will 
ne no battalion parade on Tuesday 
Oct 2.—G, E. Bials, Lieut, Adjt, for | 
R W. Hale, Lt. Col, OC, and (Reg) 
i 


Ba. fidmonton Regt, CA 


{son 


| ler 


| Mail and Empire 


| ball 


| and joined the staff of the Edmon- 


| team and a number of other foot- 


| and narrowly escaped capture by 


“Shell Crater” 


y Jt 
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Wing Fails to Halt Bomber 


A hole in the wing of a Hudson bomber big enough for three of the crew to stand in failed 
to’ down the plane during an attack on a Nazi convoy creeping up the Dutch coast with 


supplies for Germans on the Russian front. 


An anti-aircraft shell caused the damage, 


but none of the crew was wounded and the pilot brought the plane safely home. 


Edmonton Regt. Auxiliary Will 


‘Air Force Has 


Sponsor Show, Barbecue Sunday (Qpenings For 


barbecue in 
a gymkhana 


Featured by a 
real Texas style, 
and barbecue will be held next 
Sunday afternoon under the | 
auspices of the Women’s Auxil- 
iary to the First Battalion, Ed- | 
monton Regiment, overseas, The | 
program will be presented from | 
2 to 5 p.m. | 
Riding events will be staged by | 


the Briercrest Saddle Club on the} hana 
Club grounds | friends and relatives following a 
Plain| parade at 
| for Reising gun practice Sunday 


Edmonton Saddle 
near 134 street and Stony 
Road, one block off the busline 
Proceeds from the entertain- 
ment, for 
admission 
for providing 


charge. will be 
Christmas 


Battalion now on active duty over- 
seas. Money will be raised through | 
a collection on the grounds 


EXPERT FROM TEXAS 
Services of George D 
of Dallas, Texas, 
obtained for the preparation 
the barbecue. Mr. Anderson, 
is an expert at this type of couk-| 
ing, is now in Edmonton in 
nection with US. army 
work 

The “piece de 


of} 


resistance” for'| 
the barbecue is a_ prime steer, 
which has been donated to the} 
auxiliary by Lee Williams, of Weil- | 
and Williams Co, Ltd., 
stock commission merchants, 
the animal will be roasted on 
grill on the grounds . 

Second (Reserve) 


anil | 


Battalion, 


Missing While 
On Convoy Duty, 


Well-known Canadian news- | 
paperman, Lt. Joseph Cannon | 
Dwyer, R.C.N.V.R., is reported | 


missing at sea while engaged on | 
convoy duty to Russia, | 


Lt. Dwyer, who was formerly 
sports editor of The Edmonton 
| Bulletin, left for active service) 
with the navy, Jan. 4, 1941. He} 


was reported missing to his fam- | 
ily in Toronto. 
He was born in 
was educated there, 
joined the staff of 


Toronto in 1907,! 
and in 1925] 
the Toronto 
Later he enter-| 
ed the sports department of the} 
Regina Leader Post, and played| 
on the famous Rough Riders foot- 
team there 

After leaving The Bulletin in 1930, 
he returned to Toronto and became 
a free lance writer for Macleans} 
magazine and other periodicals 
Four years later he returned here 


ton Journal, He received his com- 
mission a few months after joining 


the Edmonton company of the 
R.C.N.V.R. 
He is widely known in sports 


circles in eastern Canada, Regina 
and Edmonton, having played with 
the old Edmonton Eskimos football 


ball and hockey clubs 

He was a member of the Ednion 
ton Athletic Club, organizing and 
managing that group's football en- 
try for one year, and he served as 
an official at many rugby and 
hockey games 


Sule, 7) Set 


Surveys Conditions 
Western Canada 


Making a survey of conditions in 
Edmonton and diistrict, G. H. Sel- 
ous, Vancouver, British Trade Com- 
missioner for Western Canada, is a 
city visitor 

He called on government officials 


Wednesday, and also visited many 
of the industrial and commercial 


firms here 
Mr. Selous was a member of the 


British embassy staff at Brussels, 


which there will be no| the general 
used|diers and airmen are being speci- 


boxes | ally 
and comforts for men of the First| Texas 


Ander-| are His Honor 
have been| Bowen, 


who| W 


con. | eral 
contract | Canada, 
lof 
| Regiment) 


live-| charge 


a| Verna Petrie, Mrs. 
{and Mrs, C. G 
'F, Jackson. 


Lt. “Joe” Dwyer |Alaska Road 


the Germans when they marched 
into the Belgian capital, 


Edmonton Regiment, under com 
mand of. Lt-Col, R. W. Hale, 
M.C., is assisting in the enter- 
tainment by providéng music by | 
the regiment's military and | 
bugle bands which will play on | 
the grounds during the after- | 


noon, 
Members of the reserve battal- 
ion will also attend the gymk- 

and barbecue’ with their, 


the Winterburn ranges 


to! 
sol- 


The entertainment 
public 


is open 
and US 


invited to attend to see their 
compatriot prepare the} 


barbecue feast 


| SPECIAL INVITATIONS 


Among those who are bein 
given special invitations to attend 
Lt.-Gov. John C 
Premier William Aberhar!t,| 
Fry and Maj.-Gen 
CB. C.M.G.,, 
inspector-gen- 
in Western 
commander 
(Edmonton | 


Mayor John W. 
A. Griesbach, 
DS.O.,, V.D, KC, 
army forces 
and original 
the 49th Battalion 


of 


Members of the Women’s Aux-} 
iliary assisting in the program in- 
clude Mrs. R. W. Hale, who is in 
of arrangements for the 

Mrs. E. W. Day, Mrs. 
John Michaels 
. Mundy and Mrs. R 


barbecue, 


Puts Alberta 
In Limelight 


Extensive publicity, for Alberta, 
and Edmonton in particular as a 
strategic point on the Alaska 
highway, has been given in hun 
dreds of United States publica- 
tions, according to information 
received by the provincial pub- 
licity department Wednesday. | 


U.S. newspapers and magazines 
have “played up” the construction | 
of the Alaska highway, termed one 
of the most gigantic engineering 
feats of its kind in the world. News 
stories and pictures have been! 
published, and in these Edmonton | 
has been given a leading part as the | 
city at which the highway starts 


NEWS REELS 

The publicity department also re 
ported that several motion picture 
firms had prepared news reels deal 
ing with the construction and coin 


pletion of the highway 
“Construction of the highway has 
helped to put Alberta, and parti- 


cularly Edmonton, on the map,” 
one provincial official stated 
Ria RS Ag fo 


Undelivered Ration 
Books Being Held) 


Undelivered ration books are still 
being held by postmasters in Al- 
berta, according to officials of the 
Wartime Prices and Trade Board 

According to orders from Ottawa. | 
no ration books can be sent through 
general delivery addresses, conse 
quently, many persons who have 
changed their addresses have not 
yet received their books 

Many postmasters have been 
holding the books instead of return- 
ing them to the ration offices, offi- 
cials said 


- vV.-—-—-- 


The Panfilovs are a famous 
Soviet Guards Division 


— NOW SHOWING — 
JOHN BOLES in 


“Road to 


Happiness” 
— Also — 
“6 GUN GOLD” 


| drivers, 


| $73,937 compared 


| inspector, 


monton’s Finest and Most Popular Ballroom 


Many Women 


When you read of thousand- 
plane raids on the German reich, 
and of submarine bases blasted 


on the French coasts you prob- 
ably give little thought to the 
tremendous organization required 
behind the battle lines, stretch- 
ing back to Canada, that makes 
such mass raids possible. 


And now this vast organization | 
has places for thousands and thous- 
ands of women, in addition to the 
men who fly the planes and man 
the bombing stations aboard them. 

Women between the ages of 18 
and 40, inclusive, 
ents, are eligible for enlistment in 
the women’s division of the R.C.A.F 
and are urgently required at the 
present time. 

There are many interesting trades 
now open to women and, in a good 
many of these, previous training 


| and experience are no longer neces- 


sary. If you are alert and teachable, 
you may learn to be a meteorologi- 
cal observer, operations room clerk, 
equipment assistant, accounting or 
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;}Edmonton debentures, and as a! Ald. Ainlay said that private 
‘Council § aks |yesult our bonds are going up in| borrowing today was at rate |Grain Board Sits 
jvalue with the result there is comparable with ‘he interest rates | On Elev ator C ase 
tL | eee difficulty in our sinking paid by the city. He said that it| Sitting on the Board of Grain 
und board acquiring bonds tor) will be several years before the 
gwet nterest | fetirement ' Ald. Ainlay stated city will benefit by any greatly re Commissioners opened Wednesday 
“The municipal interest rates | duced interest rate under the For-| at the court house to hear evidence 
() Cit Bonds in western Canada have always |!" plan and added that even a|in complaint of abuse of the supply 
n y been too high.” continued Ald, | Modification of the Fortin plan) of “out-of-turn” cars by the North 
A new deal in interest rates on | Ainlay. “This, no doubt, has been | Would be of help to the city. ern Grain Co 
SAIAER's  danertules WHITE. | coment ie teceeueabee’ anaen | SAV Ri deouee | Members of the board sitting are 
community. Investigation shows | Commissioner John Hodgson|ponald G. MacKenzie, chairman 
sought by the city commissioners that western Canada has had | said that every point of interest) pr. D. A. McGibbon, Winnipeg, ¢ 
as a result of a resolution unani- | fewer municipal aetauits than |rate reduction meant a saving) M. Hamilton, Regina, commissione 
mously adopted by city council | eastern communities,” he stated, | of $260,000 annually to the city,| W. H. Blatchford, Calgary, assistant 
Tuesday evening. and added that “someone must | or the equivalent of approximately | commissioner, with John Rayney 
~ . start a drive for consideration in | five mills. | secretary. 
The resolution sponsored by Ald. | the matter of interest rates and Following Ald. Ainlay'’s address} The hearings on this matter 
H. D. Ainlay, instructed the city) j¢ no one else will start it Ed- |the question was put and the re-| opened at Winnipeg last week, and 
commissioners to use every Means | monton must.” solution carried unanimously | will be concluded here 


ed 


| 
| 
| 


| LOWER IN STATES 


| ic ipalities 


| 


| municipal 
without depend- | 


postal clerk. There are very early | 


openings for 
trades 


OTHERS NEEDED 


There are also early openings for 
cooks, waitresses, general duty 
workers, stenographers, 
general clerks and 
printer operators. To learn to be a 
teleprinter operator, one need only 
be a competent touch typist with a 
minimum speed of thirty words per 
minute. Another photographer will 


training in all these 


be sent to Manning Depot soon— | 


transport | 
tele- | 


one with previous experience in the | 


field, preferably. 

Help is urgently needed as the 
CAM: (W.D.) is expanding great- 
y. 

Enquiries should be made in per- 
son or writing to the R.C.A.F. Re- 
cruiting Centre, Edmonton, Alberta. 
Further information is cheerfully 


| given with no obligations attached. 
| The office is open from 7 to 10 p.m. 
| Mondays and Thursdays as well as 
regular office hours 9 to 12 noon | 


and 1;30 to 5 p.m. 
sedhicemsesa ll ates 


‘License Revenue 


Reveals Increase 
Revenue from the city license de- 
partment to Oct. 11 amounted 
with 
the same period last year, an in 
crease of $2,221, a report filed Tues- 
day by Thomas McCallum, license 
with the city commis- 
sioners revealed 


Bicycle ligenses issued during the} 
1942 period totaled 10.598 compared | 


with 9,301 last year, dog tags issued 
numbered 4,643 compared with 
4,267, while general licenses issued 
totaled 2,693 compared with 2,748 
in 1941 


pote al Ef 


THEY WON'T LEARN 


EASTBOURNE, England—(CP) 
--For displaying a light on a night 
when this South Coast town was 
bombed by Nazi air-raiders, 


$9). 


STARTS 


TODAY 
CO-hIT 


to} 
$71,716 for) 


Mrs. | 
Hilda Chitty was fined £2 (about |} 


BETTE DAVIS 


“OF HUMAN BONDAGE” 


“FLYING CADETS 


JAMES STEWART 


|} reduc 


|to undertake necessary 
projects 


possible to contact any persons who 
may have authority to speak for the | 
holders of city bonds with a view 
to negotiating a reduction in did 
est rates on city securities 


RATES TOO HIGH 

Ald. Ainlay, speaking to his 
motion, said “I believe that this 
council and the city officials are 
convinced that the interest rates 
we have to pay are too high. This 
city has met its obligations and yet 


cities in default have been given 
lower interest rates 
He said that other cities under 


refunding plans had been given a 
much better deal than Edmonton 

Ald. Ainlay said that interest 
rates generally were too high, and 
are so much out of proportion to 
rates paid by the federal govern- 
ment that a lower rate, beside 
helping the taxpayers of Edmon- 
ton, might help the war effort 
through investment of taxes seved 
in Victoty loans and War Savings 
certificates. 

He contended that 
interest 


only through 
tion in rates could 
there be any appreciable reduction 
in taxation on land. The only othe 
way to reduce land taxation we yuld 
be “petty chiselling on services and | 
the amount by which taxation would 
be reduced by this questionable 
method would be extremely small.” 

Reduction in interest rates, Ald. | 
Ainlay said, was the only way that 
Edmonton, possibly the highest tax- | 
city in Canada, could either 
reduce taxes or build up reserves 
which will be useful after the war 
municipal 


PT ETE ETT ET TT TT | PTT Triirriririert eT 


that American+ mun-| 
in no better condition 
than Canadian municipalities pay 
a much lower rate of interest for 
their money. “This has resulted | 
in bondholders in the United 
States selling their American 
bonds and purchasing 


He said 


Today and Thurs. 
2 ACE HITS 


THE LIFE AND LOVES OF 
AN EXCITING WOMAN! 


CITA Yo 
SN 


THE MEN 
IN HER LIFE 


with 


Conrad VEIDT * Dean JAGGER 


ccna eC DaT a 
SHEPPERD - KRUGER = LEONTOVICH 


HIT NO, 2 


A CHAMP IN ANY RING... 
BOXING, WEDDING or RACKETi 


Peygyy MORAN 
William FRAWLEY 
Loyd CORRIGAN 


Unforgettable Dramatic Thrills 
s she relives the burning shock 
of W. Somerset Maughan's novel 


LESLIE HOWARD 


Wm. Gaergan 


A Murical Fun Show that Hits 
the Jack-Pot for Joy 


PAULETTE GODDARD 


STARTS “POT 0’ GOLD” 
Plus 
TODAY Daring Days! Exotic Nights! in a Forbidden 


Pagan Paradise 


“SOUTH OF TAHITI” 


With BRIAN DONLEVY 


~ BROD CRAWFORD 


Do Come 


Early 


Tonite ‘Ladies Nite’ 
Show Stars 5 p.m, 


Siri prance: ravens rearnes ttt tLe 9 


_ 


STARTS 


One Big Glorious and Inspiring Week 


ate i ca 


ve, 


THURS. 


MUSICAL 
MACFARLAND 
TWINS 


Novelty in Color 


“VALLEY OF 
BLOSSOMS” 


(OKANAGAN) 


Ma 


Comedy in Color 
“THE EARLY 

BIRD DOOD IT” 
WORLD NEWS 


~~ BRIAN DONLEVY 


jaw Albert Dekker - William Bendix - Walter Ahel | 


L __Directed by JOHN FARROW + Screen Ploy by W. R, Burnett and Fronk Butler 


For the girls they lett 
behind...for the wives, 
sweethearts, mothers 
of America, this picture 
was made! 


A Poramount Picture 


cdonald Carey - Robert Preston 


COME TO THE MATINEE OR EARLY 
EVENING PERFORMANCES 
Bargain Price up to 2 p.m. 25¢ Plus Tax 


NOTE 
Full Shows at TIMES OF 
1:00, 2.36, 4:44, SHOWS. 
6:52, 9 p.m GET IN 
wares I Ar aae 
38 and 3 START. © FAMOUS PLAVERS THERTRE © 
e 
Last Times Today—‘‘Footlight Serenade” 


DREAMLAND 


1-3 p.m, 20c—All Tax Included 5 
A 1942 HIT 


TODAY, THURS,, FRI. 
A gripping story based on fact. 
Michele Morgan in 


“JOAN OF PARIS” Bi; 


The Underground Help to 
R.A.F, Flyers 


— Ind Hit — 
Lloyd Nolan in 
“Steel Against 
the Sky” 
NEWS 


TODAY TILL THURSDAY 


“TWIN BEDS” 
With 
GEORGE BRENT 
JOAN BENNETT 


Also 


“A Night in 
New Orleans” 
With 


PRESTON FOSTER 
PATRICIA MORISON 


200 Balcony Seats 15c¢ plus tax 


Phone 26121 
BULLETIN 


WANT ADS § 


PRIMITIVE THRILLS... PAGAN LOVE 


“BEYOND THE BLUE 
HORION " 


IW TECHN/ICOLOR 1 


0 Sang 


AMOUR Richard Denning 


ON THE SAME PROGRAM 
Extra! ‘Til Thursday 

Brooklyn Baseball Riot 
“It Happened in Flatbush” 
Lloyd Nolan, Carol Landis 


A FAMOUS PLAYERS THEATRE 


The Pick of the Pictures 
Thrilling Adventures of a Pseudo Tramp! 


JOEL McCREA—VERONICA LAKE 


“SULLIVAN'S TRAVELS” 


Plus Greer Garson - Lawrence Olivier 


“PRIDE AND PREJUDICE” 


MATINEES 20c Plus Tax. 


EVENINGS 30c Plus Tax 


JACK (JELLO AGAIN!) BENNY 


IN THE CRAZIEST COMEDY EVER! 


*“CHARLEY’S AUNT” 


ADDED THE THRILLING CRIME BUSTER 
“KID GLOVE KILLER” 
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ROMMEL HALTED BY BRITISH IN DESERT 


Glorious Stand of Eighth Army Stops Nazi Advance 


It was a race for supplies and Britain won, new troops and machines throwing back the German thrust. At Left Nazi supplies go to the bottom as this Axis ship burns. The enemy was halted and bull’s-eyes like these (Centre), on a concentration 
of Rommel’s motor transport units helped to turn the tide of battle. More than a score of bombs burst on the target, kicking up great clouds of sand and wreckage. At Right cross marks the desert graves of two Nazi fliers. 


a 
oa 
All amiles, these black-bereted tank men, members of another armored formation to be 
added to Canada’s overseas army, are shown just after their safe arrival in Britain. They 
came from Lake Superior district, Manitoba, southern Alberta and British Columbia ; ; a 
Shepherding a plane to the deck of: the U.S.S. Charger, 
former merchantman converted into an aircraft carrier, ‘ ¢ 
. : 4 a landing officer signals the pilot that he is too low and Even in New Caledonia U.S. Army nufses find time to relax and primp, At top a group Is 
New Use For Little Red Schoolhouse : x ; eavorting in an ol’ swimmin’ hole down under. Lower left, Lieut. Beatrice Bacou makes 
> y should climb slightly. In position, now, the pilot is signalled the best of her bush-country boudoir. Right, Lieut. Wanda Engel poses wearing grass 
to cut the throttle and as the plane touches the flight deck skirt at Kanaka feast. Note native's store smoke. 
ls Found by Movie Stars the handling crew rushes to service it. 
YCOMDS 
Ae : Hair 
ee 


OCCUPIED 
FRANCE 


Roided by Doylight 


surge ONO Raided at Night _ i 


Bette Davis rushed from the set of Warners’ “Now, Voyager” in which she is starring It’s the eleventh hour for the industrial cities, bases and 


—to line up with housewives and girls that run a kitchen at home to sign up for a sugar rail centres of western Germany as the R.A.F. and Ameri- 
ration oard. Recause of the large number of women unable to leave the studio to get can bombers plaster Nazi-held Europe with round-the-clock 
air raids. Map shows area raided during the day by Flying 
Fortresses, Boston bombers and other planes, and the Ger- 


; : man region hit by night-flying heavy bombers like the Blocks and blocks of hollow shells that once were roofed buildings is the alr view 
om the lot for the purpose. The blonde girl holding the paper is actress Lois Moran and Stirlings and Lancasters, Some daylight raids have been Dusseldorf after a British air raid. At left is a 100-yard wide crater all that's left ae e 


directly back of Miss Davis is Bonita Granville, made in the shaded area, railroad station, a vital target. 


their eard at their neighborhood elementary school special permission was given to Misa 


Laois Horn (seated) head of child education at Warners to use the “little red schoolhouse” 
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CHAPTER XXI 


“How are you, Miss Bech? What 
can 1 do for you?” 
She said directly, unwilling to 


waste any of his time, “Dr. Patter-| 
son, I've come to ask you please to 
take me off the Harper case.” 

He groaned. “Not you too, Miss 
Bech,” he begged ruefully. “I 
trusted you to see me through this; 
even though all the others fell by 
the wayside You've managed 
worse patients for me before. You! 
really mean you're giving up on 
this one?” 


| 

Candace said, “Yes,” firmly, “I'm| 
sorry, Doctor.” | 

Dr. Patterson sighed. “You mean 
it, | see. Whatever is the matter} 
with all you big strong girls that 
you can't manage a frail old 
woman?” 

She saw that his eyes were twink- 
ling. She said, “I can manage her 
all right, but there’s — there's a 
complication, Dr. Patterson. That 
grandson of Mrs. Harper's. He's — 
he's Indignation choked her 
“He's been sending me things right 
along—to the place where I live, 
though I dont’ know how ever he} 
learned where it is—boxes of flow- 
ers that I threw out until I decided 
that was just wasteful since he 
wouldn't know whether I'd thrown 
them out or not, tons of candy; and 
lately, clothes, Intimate things, I've 
had the nuisance of sending them 
back—” 

“His approach is pretty bad, eh?” 
Dr. Patterson asked gravely. But he 
Was amused, she saw 

It wasn't funny. She said with dis- 


Hold E verything 


} 
| 
| 
| 


r 
} 


“Ducks flyin’ south, Her- 

schel! Think of the trouble 

we skip, being tucked in 
snug for the winter!” 


| taste, 


gotten to mention to mé, I started 
to get in the car. ‘Where to?’ I 
asked Jackson. He was grinning 


That's up to you, Miss, this yere 
is your cah.’ I noticed the initials 


on the car then, ‘C. B. Jackson 

didn’t seem:+to see anything odd 

about the affair, Mr, Duffy had sent 

him, he said, and T gathered that 

sort of thing happens quite often.” 
*¢ 


Dr. Patterson threw back his 
head and laughed. A great hearty 
bellow that threatened to choke 


1m, 

“It's not amusing to me, Dr. Pat- 
terson,” she protested stiffly. 

He sobered gradually, ‘No, I 
know it isn’t,” he admitted con- 
tritely. “But I've seen the boy; and 
the thought of that pin-feathered 
youth, with the approach of an old 
roue!’ He threatened to go off 
again 
it is funny, won't you?” 

Canduace felt herself relaxing a 
bit. “I suppose it is. sir.’ She held 
out the box to him. “He slipped 
this in my pocket just now. I left 
word at the house that all packages 
are to be refused so now he’s doing 
t this way. I Wish you'd open it, 
Dr. Patterson, and then return. it 
to him for me.” 

It was from a jeweler, all right. 
The jewelled clip winking-up at 
him from its box made Dr, Pat- 
terson whisile 

“You see what I mean,” Candace 
said, 

“I do, indeed” 

“If he'd only use some sense,” 
Candace said, exasperated. “If only 
he'd pick on a different type of 
girl. Or a younger girl—” 

“You're how old now?” Dr. Pat- 
terson asked. 

“Almost 24, sir.” 

Dr. Patterson nodded * gravely 
“Elderly, Very elderly.” He sat 
back in his chair to consider her, 


“Man trouble,” he said, “the min-| 
/ but this time—” 


ute you get out from under the 


wing of that big cousin of yours, | 
|The minute he lets you out of his! 
| sight.” 
| get much time these days to check 
on you, does he? Between his work | 
} and making plans to get married?” 
planning to be} 
Shock and surprise made | 


He chuckled. “He doesn't 


Married! 
married 
ler feel stupid 


Peter 


She’ said afier a 


H | minute, lamely, “I don’t see Peter 


| very often. As you say, he’s pretty 

| busy.” 

| Dr, Patterson felt from her ex- 
copm. seep av wea seaviet. me. 1 erenvs ater’ | | pression that he had unwittingly | 

| betrayed a secret. He said, em- 


| barrassed, “That's right, you would 
| not see him often, would you? Most 
lof the patients he has can't afford 
| specials 
from down in the Hollow, I hear 


He has a lot of the people 


Laff-A 


Gyn 


| oe 
| $5 2¢0 ° 
| 2. 


WAYNE 
PLACE —— 
SHow) —~ 


26 
FoOUNK | 


HANDICAP 
Horse 
RACE S 


-Day 


“I'd like to place a bet on the winner of the next race.” 


Curious World 


SOME SPECIES OF FISH 
TASTE WITH THEIR AVAKS,/ 


VAN ARCHAEOLOGIST 
SHAVED HIMSELF WITH A 
3000-YEAR- OLD BRONZE 
RAZO THAT HAD BEEN’ 
UNEARTHED IN AUSTRIA. 


QUIN 


—By William Ferguson 


0 TM REG U.& PAT. OFF, 


‘J 
ou CAN BE AWAY FRO 
HOME FEELING FINE AND 
STILL BE HOME SICK Says 
ANNY BOUTILIE 
songs ova Stotia. 


ghtness Gone” 
By Holly Watterson 


“Yesterday afternoon when I 
ANDA€E was lucky enough to| Went off duty the Harper chauffeur 
find Dr. Patterson in his office,|W@8 waiting for me. Mrs. Harper 
He pushed forward a chair for her,|S0Metimes sends me on errands in 
the car and I thought it was some- 
thing like that, something she'd for- 


“You'll admit that part of 


| terest 


But a glorious fool, | 


He's a fool 
The world would be a finer place! 
if there were more like him.” 


He rose briskly. “I'll talk to this 
other young man. I'll take care of 
him, I'll see about taking you off | 
the case, too, just as soon as I gan; 
find someone to replace you—” 

She came away from there 
thoughtfully. So Peter was going to 
be married! She wondered where, 
in his frantic rushing between 
Clinie and the Hollow, he could 
have found time to meet a girl, to 
fall in love, Peter wouldn't have 
sense enough to marry a girl who 
would help him with money or con- | 
nections, he'd love some hard-work- 
ing, nurse probably, someone as 
poor as himself | 

What was it Dr. Patterson had 
called him? “A glorious fool.” That 
described him exactly. They'd 
| marry, her thoughts ran on, and his 
wife would scrimp and scrape while 
Peter slaved down in the Hollow 
and other less able men walked off 
with the plums of easy, well-paying 
cases; but they'd be happy working 
together, they'd be in love— 

She felt suddenly hollow, with a 
| sick, empty loneliness. She felt a 
wistful jealousy of the Unknown 
who would live out with Peter the 
lovely dream she had once dreamed 
with someone else, 

Her footsteps grew hurried, as 
|though she were trying to keep 
ahead of her own thoughts. 

When she went back into the 
room after Duffy finally had left, | 
she found Mrs. Harper looking 
smug. “So I was right,” she said. 
“So Duffy has been making a bit | 
of a nuisance of himself. Why | 
didn’t you tell me?” 

“You were supposed to be sick,” 
Candace said lightly, “remember? | 
And we spare our patients all | 
bother whenever possible.” 

Mrs. Harper said surprisingly, 
“I'm rather pleased, on the whole. 
This is the first time the boy has 
shown a glimmering of sense about 
the sort of girl he falls in love 
with.” She saw Candace’s eyebrows 
climb. “Oh, I'll concede he’s been 
in and out of love fairly frequently, 


She looked thoughtful. “Of course 
your background would have to be 
looked into and so on, but IT must 
admit I wouldn't be too displeased 
if this proved to be the real thing 
with Duffy—" | 


For a minute Candace was 
speechless with annoyance. Then | 
she said deliberately, “My dear 


Mrs. Harper, it’s you who are really 
impertinent. Our only possible in- 
in each other can be as} 
between patient and nurse; and | 
even that won't be for much longer, 
since I've already asked to be taken 
off the case.” 
(To Be Continued) 


McKenney | 
On Bridge 


By WILLIAM E. McKENNEY 
America’s Card Authority 
It is interesting that each year, 
players from Florida have carried 
off one of the championships in the 


Southern Appalachian tournament | ° 


at Asheville, N.C. This year Mr 
and Mrs. J. J. Wallendorf of Coral | 
Gables, Florida, won the open pair 
title, against the strongest field ever 


entered in this event. 


Duplicate—None vul. 


North East 

14 Pass 

4a Pass 
14 


South West 

1¢ 1v 

24 Pass 
Opening—® 3. 


Mr. and Mrs. Wallendort have 
participated in many tournaments | 


} 
throughout. the.country. Their fine | 
team work is demonstrated in their | 
defense of today’s hand. Mrs, Wal- 
lendorf (West) took two rounds 
of hearts and led a third, on which 
Mr. Wallendorf made his queen of 
trumps. Dummy discarded a dia- 
mond 

Wallendorf led the queen of clubs, | 
on which West played the four and 
the king won. Declarer led all his 
trumps, hoping to catch Kast in a 
squeeze. Mrs, Wallendorf realized 
that her husband might think er- 
roneously that she held a diamond 


stopper. That is why she had sig: | 
nalled in clubs. Mr, Wallendorf 
let go his club stopper to hold. 


three diamonds. With the club and} 
diamond stoppers divided, declarer 
had to lose another trick 
: po Se 
Mr. Justice Davis | 
Reported Probable | 
High Commissioner | 
By B. T, RICHARDSON | 
Edmonton Bulletin Ottawa Bureau 
OTTAWA, Oct 
remains unconfirmed that Hon, T 
C. Davis of the Saskatchewan court 
of appeal will be appointed Cana- 
dian high commissioner in Austra 
lia, in succession to Maj.-General | 
Victor W. Odlum, who is mentioned | 
as probable Canadian minister to 
Russia. | 
Mr. Justice Davis is associate de- 
puty minister of national war ser- | 
vices, The other associate deputy 
of that department was Maj.-Gen- | 
eral L. R. LaFleche, who has now | 
become minister of war services. 
Prime Minister King is expected | 
to announce this week the appoint- | 
ments of ministers to Russia and 
China, and the question of a suc-| 
cessor to General Odlum in Can- 
berra may be settled at that time.) 
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14.-The report | ~ 


SMe Ranss 


69c 


TCH | PCH! 
DON'T YOu 


NAM 


IN 
> THE ON RUSHING & 


WATER'S PATH! 


& CALLING 


ISN'T NICE ? 


+e 
Copyright 1942, MeChure Newspaper Syndicote 


WAS ‘THAT 
SHIP 
THAT YOU GOT 
THE SUBMARINE 
TO ATTACK, SO 
¥ — YOU COULD GET 
bE A SHOT AT IT? 


WELL, | WAS OUT ‘THERE WHERE 
WE COULD SEE THIS THING COMIN'- 
GAVE ME A CHANCE “TO PREPARE 
‘OU MIGHT SAY --GOT SOME BOATS 
TOGETHER -- PRET TY GOOD CREWS-- 
H FINANCED ‘EM ‘OURSELVES, OF COURSE! I 
SEEMED TH’ THING TO DO--- ( 


NOT MUCH TO “TELL: 
WASNT SPRISED A 
GREAT DEAL To RUN 
INTO WARBUCKS OUT 
THERE--SOME MEN 
JUST NATURALLY 
POP UP WHEREVER 
THERE'S TROUBLE- 


THAT'S FINE 
SKEEZIX. ALL! 
WANT |S To BE 
WITH YOU EVERY 


“ GOSH, NINA, | AND THOSE STRIPES. 
ar lade ua DARLING! 1M CERTAINLY 
74 RIGHT HERE WITH ME? 


PROUD OF THEM? 


k EVERYTHING IS ALL PEA MINUTE 4 CAN. 
sl) ARRANGED FOR You : 


8) * 
( 


4T THE HOSTESS 


THRIFTY WASH, 10 Ibs. 
All Flat Work Ironed 


EY THATS TOO BAD! 
THAT PHONE NUMBER 


SAY THIS BOY CAL THAT'S 
MAY BE INVOLVED }\ ENOUGH MIGHT HAVE HELPED e THOSE ASHES, 
IN THE DEATH OF NOW US FIND THE KILLER % N 


° 
HIS OWN FATHER ©, 
Bee 


NEITHER! HIS WIFE 
TOLD ME CONFIDENTIALLY 
THIS MORNING HE 


AIN'T LEAVING UNTIL 
THE FRET a 
or 


we 


SAY, ARE YOU 
TRYIN’ TO KID 
SOMEBODY OR |S 
SOMEBODY KIDDIN'' 
YOU, UNCLE WILLIE? 


DON'T WORRY ABOUT 
ROUGHOUSE JONES 
OUT-SMARTING ME, MOON. 

HE WON'T GET 


= 
AWAY WITH MY DOUGH. q. B 


— 


OW , BOTHER SVW'S A SYN 
DAME, ANYWAY ENOW THEN» 


EUERY THING OKAY, 
YOOVS 7 
REMEMBER. THIS ~ 


———oo 
THE NAME IS BOOTS, 
Mie. BUFFINGTON 


LIKE TO SEE ME 

TOMORROW, 
FRECKLES 

Do YOU MIND? 


WHING- DING /_ 


—>> 


R LESS! 
FURNITURE ruanrttns AT PODERSKY’S 


CAPITOL CLEANERS +» LAUNDRY 


sure! My CREW, 
‘T00! FINE Boys! 
THEY'RE CARRYING 


LONG -‘THS ‘YOUNG 
BLUNTS A Good 


BUY YOUR 


LTD. 


AND WELL YOU 
MAY BE. MY DEAR. 
THEY ARE NOTHING 
TO BE SNEEZED e 


HEREAFTER. | AM A 


@ Suits 


EMPTY MATCH 
ANO WERE ABLE 


DO THE SAME 


THE FIRST 
BUS OR TRAIN 
WHICH LEAVES 
TOWN, I'D SAY 
FROM THE LOOKS 
OF HIS ROOM! 


CAN 
Bee aR > 
MS 


nS) TRO Wow 
THAT CLUTTER OP THE PLACE: 


MEAN, YOU'RE 


WHATCHA 


DER ?? 
'S 


ONE STORE ONLY 
104th ST. and JASPER AVE. 


YOU WONT BE TRAVELING 
AROUND WITH A PRIVATE 


CORPORAL AND A NON*COM! 


CARRY and SAVE CLEANING, 
@ Dresses 


TRACY YOU ONCE PIECED 
SOME CHARRED PIECES | WORTH| 
OF PAPER TOGETHER 


A SIGNATURE # 
FRIZZLETOP AND IT CAN 


PHONE NUMBER,» ee a 


PAGE NIN®S TEEN 


1 NEVER CAN 
QUITE REMEMBER = 
1S A NON-COM | 
A NONCOMBATANT| 
OR A 
NONCOMPETENT? 4 


39c¢ 


ris’ 


TO READ 
MAYBE 


WITH THIS: 


™ 


YW. GS 


AND THATS ONE 
REASONS WHY 
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| Store Opens 9:00 a.m., Closes 5:30 p.m. Daily, Except Wednesday, 9:00 a.m. Until 1:00 p.m.—To Call EATON’S, Dial 9-1-2 


THURSDAY “s° AT EFATON’S 


“Time to Store Your Summer Clothes!” 
Large 
Wardrobes 


tibre construction with 


Wardrobes 


“Kraftex 
single door 


cardboard wardrobes 
style—about 18x21x 


coats 


Double Door 
Closets 


“Kraftex” cardboard wardrobes, 
with double doors. Good size, 
about 16x21x58 inches, for eight 


to ten akan $1 419 
e 


EACH 
Soap Specials 


EATON’S WHITE NAPTHA LAUNDRY SOAP. 


SPECIAL, 
cakes 180€ 


EATON’S CARBOLIC HEALTH SOAP. 


SPECIAL, 
39e 


10 cakes 
8-ounce rolls. 


TUDOR TOILET TISSUE. 
SPECIAL, 


10 rolls 69e 


—Soap Counter, Main Floor 


FRESH COOKED 
JUMBO CRABS 


RAPID SHIPMENT TO EATON’S! 


Here's a tasty treat to tempt the appetites in your family! 
Fresh cooked JUMBO CRABS, chock full of delicious good- 
at EATON’S Fish Counter on the 


ness and wholesome as can be! But 
Floor EACH, 2 % 


the quantity is limited so plan to 
—Fish Counter, Lower Floor 


with 


size 


10. 


shop early for yours! You'll find it Fine, 


Lower 


58 inches. Holds eight to ten “Kraftex” 
garments S$ 1 49 sliding door 
EACH e ing suits, dres 


Strong 
Wardrobes 


Durable fibre board Nae oNE, 
Venetian style doors. 

tural color—roomy 
EACH 


SPECIAL . 


EDMONTON BULLETIN— 


A BIG 
DAY 


ALBERTA’S OLDEST NEWSPAPER —WEDNESDAY, OCTOBER 14, 1942 


Good size for stor- 


$2.25 


sses, 


Cosy, 


$3.45 


otions, Main Floor 


10's to 12 
SPECIAL 


Children’s Hose 


First quality cotton-and-wool mixture—a medium 
weight suitable for cooler days. Fine 1x1 ribbed 
knit in fawn shades. 


Sizes 6 to 


3 PAIRS 


—Children’s Hose, 


Men's Initial *Kerchiefs 


snowy white cotton 


beautifully embroidered initial in one 
corner. Neatly hemmed. ¢€ 
SEHCLAT Gye aia, nek eecren EACH, 


Fine mixture of wool 
able to wear and very 
patterns in Fall and Winter colorings. Sizes 


$1.00 8 


lawn with 


picturesque Indian 


First Quality 


moccasin style! 
leather uppers in black or brown, with soft fur edg- 
ing and gaily beaded trim on 
the toes. Soft soles, low heels. 
Sizes 3 to 8. SPECIAL, PAIR, 


—Footwear, 


Men’s Smart Socks 


$1.6 


and cotton—comfort- 
durable! Distinctive 


PAIR, 59c 


—Men’'s Socks, 


Crepe Hose 


Substandards—Full 
Fashioned 


on crepe in 
weight. Rayon to 
cotton lisle toes, 


top, 
heels 


Main Floor 


Two-Piece Chesterfield Suite 


Main Floor 


Flattering, dull textured ray- 
four-thread 
with 
and 
soles. Lovely choice of shades, 


and sizes 812 to 104. 
SPECIAL .... PAIR, 89c 
—Hosiery, Main Floor 


A beautiful suite that will make the most of your living room —and how you'll enjoy its luxurious comfort! ° 
Unusually smart coverings of velours in leaf or floral patterns, choice of mahog- 


any, green or wine. Strongly constructed, with deep upholstery— 


large chesterfield 


and matching easy chair. See it—visualize it in your own home! 2-PIECE SUITE, 


—EATON BUDGET PLAN TERMS may be arranged, if desired 


$149.00 


—Furniture, Second Floor 


Manufacturer’s Clearance—Underwear 
THE WARM “WOOLIES” YOU’LL NEED WHEN WINTER WEATHER COMES! 
Children’s Vests and Bloomers 


Manufacturer's discontinued lines of cotton bloomers and 
vests. Vests are sleeveless and come in white only—bloom- 
ers in blue, white and navy, Broken size range. 

EACH, 


Children’s Vests 


English lockstitch cotton—a comfortable 
Winter weight. Short sleeved style in cream 


color, Sizes 3 to 8 
. EACH, 39c 


years 


Combinations Clear! 
Children’s plain and brushed 
cotton combinations for Winter” 
—clearance priced! Sleeveless, 
short sleeved and long sleeved 
styles. Broken sizes. 


an 


co. 


: Women’s Wool Vests 
“Health Vests’—finely ribbed woo] texture in cream 
color, High cut back, built-up shoulders, neck neatly 


t 1 with silk, 
pound with silk SUIT, $1.39 


~—Lin 
Sizes 36 to 40 


size 36 only 


SPECIAL ....... EACH, 89c Women’s Snuggies 

Wonderfully comfortable wool- 

Wool angroatien texture in neat fitting, 

over-the-knee style. Tearose 

Bloomers only, sizes small, medium and 
Heavy weight wool large 6 

bloomers in full cut style, EACH 9c 

fittin eatly at waist and 

sna Groans colt Pasig Combinations 

Sizes 36 to 1 Women’s fine rayon-and-wool com- 

44 EACH, 9 49 binations—se smooth fitting and 

comfortable! Buttoned front style 


with long legs, short sleeves. Cream 
color—sizes 
36 to 44 


SPECIAL . 


Short Sleeve Vests 
Slip-over and buttoned front vests in 
Good heavy 
weight with neatly bound neck, Cream 


$1.49 


all wool ribbed knit. 


lor. “Health Brand’- 
EACH, 


SUIT, $2.64 


gerie and Children’s Wear, 
Second Floor 


19¢c 


“Romeo” Slippers 


Men's favorite high cut slippers in Romeo style with 
stretchy side inserts for pulling on and off easily! all 
Black or brown side 
leather. Sizes 6 to 8. 

SPECIAL 


a Pica ae 
Women’ s Slippers 


PAIR, 


Split 


Main Floor 


$2.25 


**Service Sheer’ Hose 


Fall 


in good 
envelopes and 
red 
Autumn shades 


well lined 


Substandards—Full Fashioned 


Durable. yet so smart—this five-thread rayon texture for busy days! Rich 
Fall shades, Long wearing cotton lisle tops, toes, heels and 
SPECIAL 


soles. Sizes 8'2 to 10'%. 


Women’s Hose 


Substandards—Full Fashioned 


Choice of popular four and six- 4 — 
thread textures in clear, lovely \ 
rayon. Finished with cotton lisle “ 


tops, toes, heels and soles. Autumn 


75¢ 


shades, sizes 8'2 to 10'%. 
SPECIAL PAIR, 
—Hosiery, Main Floor 


Initialed 


Colorful—white with 


itial in one corner. 


cotton lawn, 
SPECIAL . 


SPECIAL 


Lawn Hankies 


polka 
border and colored embroidery in- 
Good quality 


2 FOR 29c 
Embroidered 


Hankies 


Dainty kerchiefs ot 
with colored embroidery or deep tones 


with contrasting touches. 
seetiis . EACH, 19¢c 
—Handkerchiefs, Main Floor » 


PAIR, 


Fs 


f 


dot 


sheer linen—white 


Lad 
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Handbags 


Styles for every fashion need! Cleverly draped and 
tucked dress models, smoothly tailored street styles— 
looking simulated 
top 
stypes in black, brown, bright 
and other 


leathers. Pouches, 


handle 


approved 
EACH, 


$1.92 


24 inches in diameter. 
SPECIAL 


Liquid cleaner 
hardwood floors. 
SPECIAL ..... 


Just 


to a bottle. SPECIAL 


Well padded mitts, 


or green, 
SPECIAL 


SPECIAL ween ' 


Housewares Section 
Garbage Cans 


Heavy galvanized garbage cans with clamp-on top. About 


less and shining. Approximately 13 ounces 


Patent Handbags 


Patent’s a highlight on the fashion scene! Bright, mirror-like, sparkling— 
in black or brilliant scarlet! Roomy styles that are 
copies of brand new successes—all nicely finished and 


EACH, $1.19 


—Handbags, Main Fluor 


EACH, $ 1.79 


Floor Cleaner 


that helps remove dirt 


and stains from 


BOTTLE, 23¢ 


Window Cleaner 


spray on and polish off. It leaves your windows spot- 


15¢c 


BOTTLE, 


Oven Mitts 


long enough to protect 
oven burns. Covered with bright printed cotton, red, blue 


wrists from 


PAIR, 34c 


Invalid Tray 


Well made wooden trays on four short legs—enamelled in 
green, ivory, orchid or blue. 


EACH, 8 1 19 


Lunch Boxes 
Handy lunch boxes for 
finish with white designs. Two carrying handies, 
Size about 4x5x8'2 inches. SPECIAL 
Complete With tray ccc 


school use, Lithographed green 


Angunneee 
Housewares, ‘Lower Floor 


EACH, 


Frilled Curtains Special! 


Buy them for bedroom, bathroom and kitchen windows—they’ll freshen each room almost magically! Crisp, 


sheer cotton marquisette in plain, lovely pastel shades of blue, rose, green and gold. Plain 
frilled style of Martha Washington style. Generous width, about 40 inches and 2'4 yards 
ay iM PAIR, 


long. SPECIAL 


$1.69 


—Drapery Section, Second Floor 


Wearabies For Men and Boys 


Boys’ ‘Breakers 


Two-tone windbreakers of cotton suedecloth 


in a good weight. Full zipper front and two 

pockets. Blue, brown and green $ 5 

Sizes 6 to 18 years wo... EACH, 2.9 cut. Sizes 
32 to 42 wo 


Boys’ Pullovers’ 


Fine wool-and-cotton mixture— 


smart crew or military collar 

Styles, a few with zipper neck 
Blue, fawn, green and 
wine, some with con- 
trasting trim. Sizes 6 
to 16 years 


$1.49 
Men’s Jackets 


Good looking horsehide 
leather jackets with full 
lining of serviceable rayon 
-—splendid for outdoor 
workers! Styled with zip- 
per tront, some with zip- 
per pocket. Green, brown, 
tan or air force blue. 
Sizes 36 to 46. EACH, 


$14.95 


EACH 


Men’s Breeches 


Heavy tweed breeches for Winter wear-—- 
sturdy quality 
vice! Grey herringbone pattern—roomily 


that gives splendid ser- 


Boys’ 
Breeches 
Warm wool frieze 
cloth in navy blue, 
Neatly cut for trim 
fit, reinforced at 
knees for extra long 
wear. Sizes 8 to 16 

years PAIR, 


$2.89 


Boys’ “Parka” Jackets 


Fine quality weatherized cotton gabardine—it’s light but keeps 


High 
zipper and 


and cold! 
full 


wind 
jackets with 
waist. Fawn, 
parka style hood 


out 


hip, 


brown and green—attached 
Sizes 12 to 16. EACH, 
—Men's and Boys’ 


length 
gathered 


$6.50 


Wear, Main Floor 
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Don’t Miss These Grand Values in The Bargain Section Thursday! 


ps a odes Tate aie i ae 
Look over the items listed below—they’re typical of the scores of fine values you'll always find in EATON'S Bargain Section! Shop here for Winter wearables Thursday! 


Men’s Shirts 
Well cut shirts of smooth cot- 
ton broadcloth—printed striped 
patterns, Full cut with attached 


Handbags 
New styles in handbags—smart, 
roomy, eye-catching! Smooth 
and grained simulated leathers 


collar, sizes 14'2 $1 19 in roomy pouches, envelopes, 
to 17's EACH, e top handles. Black, brown, navy 
and British 
Men’s Overalls | tan . EACH, $1.18 
Bib style overalls of white back 
blue cotton denim with high More Handbags 
xi, Handsome bags in good quality 
back and generous bib. Sizes 
36 to 46 simulated leathers — smooth, 
eG ; $1.69 grained and patent finishes, 


Smartly styled on popular lines 
and well finished inside. Black, 
brown and navy and British 


Men’s Smocks 


White back blue cetton denim { 

smocks to match the above -pvehe oa $s 1.83 
alls. Roomily cut, sizes 

46 $1 69 Comforters 
EACH © Soft, light cotton filling—extra- 


warm! Covered with bright cot- 
ton print in a choice of attractive 


designs, Size about $2 19 
e@ 


60x72 inches. EACH, 
Boys’ Longs 

Serviceable cotton tweed longs 

in a variety of dark shades. Sizes 


one PAIR, $ 1.69 


years 
Rider Pants 


Men's blue cotton denim rider 
pants in regulation style—strong- 
ly sewn, Sizes 30 to 44 waist, 


assorted PAIR, $ 1.69 


lengths 
Fur Trimmed 
Tweed Coats 


Women's smart styled coats for 
the Winter weather. Handsome 
wool tweeds in black, brown, 
blue and green-—good looking 
fur trims. Celanese rayon lin- 
ing, flannelette interlining, 
chamois (sheepskin) to the hips. 


sizes 16 to 46 
collectively 
PACH $10.50 


Boys’ Combinations 
Warmly brushed cotton com- 
binations in ankle length style 
with button or Nu-Cut front and 


long sleeves. Sizes 19¢ 


24 to 34 SUIT, 


Girls’ Winter Coats 
Small girls’ Winter coats of 
heavy wool tweeds with fur or 
fur fabric trims. Princess style, 
lined with warm brushed cotton, 
Green, red blue and wine, Sizes 


4 to 6 years $5.69 


EACH 
Growing Girls’ 
Coats 


Wool tweeds in belted or fitted 
styles—lined throughout with 
brushed cotton material. Fur or 
fur fabric collars—choice of 
brown, navy green or blue. Sizes 


10 to 14 years $7.95 


EACH 
Children’s Pyjamas 


Two-piece pyjamas in softly 
napped tlannelette — nursery 
prints in pastel shades. Tailored 


style—sizes 2 to 6 
years SUIT, 95c 
Work Socks 


Good heavy quality wool work 
socks in approximate 2'2-pound 
weight. Plain grey or white, 
some grey with white trim, One 


full fitting 
PAIR, 39c | 


size 
Heavy Socks 


3 pounds to the 
dozen. Sturdy all wool work 
socks in grey or blue heather 
mixtures. White toes, heels, tops, 


One full titting 
PAIR, 49c 


Approximately 


size 


Cotton Slips o 


Women’s neatly sty 


ton 


slips with built-up shoulders and 


fagoted trim, Tearose and wh 


sizes 36 to 


ite, 


44 BACH, 39¢ 


Outsizes, as above, EACH, 6¢ 


Women’s ee 


Women's cosy flannelette 


py- 


jamas in smart Butcher Boy and 


tailored styles. Dainty 

patterns with contrasting pip 
pastel shades, Sizes sma 

medium 

large SUIT, § 1.2 


Men’s Sweaters 
Heavy wool Jumbo sweat 
with zipper or button front, 
shaw! collar. Plain colors w 
contrasting trim, Sizes 36 


hor $2698 


eee 


floral 


ing 
ll, 


9 


ers 
big 
ith 


to 
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Everyday Slips 
Fine cotton in tearose and white 
—grand for everyday’ wear, 
Straight cut with narrow should- 


er straps. Women’s sizes, small, 
medium and 
large . EACH, 39c 


Women’s Slippers 


Cosy grey wool felt with sturdy 


soles and heels $s 1.29 


Sizes 4 to 8, PAIR, 


Men’s Slippers 


Comfortable slippers of grey 
wool felt—durable soles and 


heels, 


s. Sizes 
6 to 11 PAIR, $s 1.49 


Boys’ Breeches 
Strong grey cotton whipcord— 
double seat and knees for extra 
wear. Laced legs Sizes 6 to 16 


mh. $1.59 


PAIR 
Warm Pyjamas 


Warm flannelette in soft pastel 
shades, some _ printed, others 
plain, with contrasting trim, 
Butcher Boy and tailored styles. 


Sizes 8 to 14 sur 1.00 


years 


Women’s Shoes 
Patent leather, smooth and 
glossy and so smart. High 
heeled pumps and ties with cu- 
ban heels—al! in black. Leather 
soles, contrasting trims. Sizes 4 


to 7 collectively. $ 1 95 


PAIR 


Growing Girls’ 
Shoes 


Smart new oxfords for school 
girls—for busy women, too! 
Black, brown or British tan side 


leather with perforated trim 


Leather soles. $s 1 95 


Sizes 4 to 8. PAIR, 
Misses’ Shoes 


’ 
Sturdy black or brown side 
Jeather oxtords and dressy black 
patent leather slippers - for 


“best.” 


PAIR, S$ 1 89 
Men’s Lined Mitts 


Winter mitts of pliable split 
leather with cosy fleeced cotton 
lining and snug fitting wrist 


Sizes PAIR, 59¢ 


10 to 11 
Winter Gloves 


Warm and trim, these gloves of 
smooth split leather with fleec- 
ed cotton lining. Men's sizes 


small, medium, 
PAIR, 89c 


large 


Women’s Blouses 
White blouses—tailored or fem- 
inine, all so smart with suits 
and separate skirts! Rayon taf- 
feta with stitched collar and 
cuffs—dainty sheers that button 
down the back, with trim of 
tucks and bows and lace, Sizes 


14 to 20. $1 89 
e 


EACH 

Rayon Hose 
Women's practical hose of ray- 
on—neat fitting and = smart! 
Circular knit, sizes 8% to 10', 


Good ye 29c 


school and 
Sizes 11 tb 2 


shades 


Pullover Mitts 
Men's cowhide pullover mitts 
with grain leather face, split 
leather back, or all grain leather 
Fitted wrist. Sizes small, med- 


ium and 
PAIR, 59c 


large 
Pullover Mitts 


Sturdy cowbide pullover mitts 
with snug fitting wrist. Sizes 
10 to 11 6 

PAIR 9c 


Cream Leather 
Mitts 


Cream colored grain leather 
mitts in pullover style with 


fitted wrist. Sizes 
10 to 11 rar, S9C 
Winter Mitts 


Men's pullover mitts of kangaroo 
tanned goatskin or horsehide 
leathers—piping around thumb 


and palm, Sizes $1.10 


10 to 11 PAIR, 
Children’s Hose 


Kayon-plaited-on-cotton in a 
sturdy ribbed knit — assorted 
fawn shades. Sizes 5 to 10'%, 


3 PAIRS $1.00 
Full Fashioned 


Hose 
Substandards 
Lovely sheer hose of Bemberg 
rayon, full fashioned and fin- 


ished with cotton lisle tops, toes, 
heels and soles, Fall shades and 


sizes 812 PAIR, 79¢ 


to 10'2 


Fur-Trimmed Coats 


Fur trimmed Winter coats—in 
better quality wool tweeds, 
lined with Celanese rayon and 
flannelette, chamois 
skin) to ‘the hips 
fitted styles, 
16 to 52 collec- 
tively, EACH, 


(sheep- 
Belted and 
good colors, Sizes 


$12.50 


No Mail Orders, No Delivery, 
~Bargain Sectton, Lower Floor 
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